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The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-year  college 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61  7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   SCHOOLS  IN  ACTIVE  GEOGRAPHIC  REGION 
Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 


Type  of  schools:  ALL  TYPES 
Name  of  the  School 
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499- 

4660 

MA /NORTH  ADA 

4- 

YEAR  COL 

(413] 

664- 

4511 

MA /GREAT  BAR 

4- 

YEAR  COL 

(413] 

528- 

0771 

MA/ WILLI AMST 

4- 

YEAR  COL 

(413] 

597- 

2211 

MA / STOCKBRID 

PROPRIETRY 

(413; 

298- 

3066 

MA/PITTSFIEL 

PROPRIETRY 
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499- 

4320 

MA/PITTSFIEL 

JTPA 

(413] 

499- 

2220 

MA/PITTSFIEL 

HOSPITAL 

(  ; 

MA/PITTSFIEL 

HOSPITAL 

(413] 

499- 

4161 

BERKSHIRE  HILLS  REGIONAL  SCHOOL 

LEE  PUBLIC  SCHOOLS 

LENOX  PUBLIC  SCHOOLS 

NORTHERN  BERKSHIRE  REG  VOC  TECH 

PITTSFIELD  VOCATIONAL  SCHOOL 

SO  BERKSHIRE  EDUC  COLLAB 

SOUTHERN  BERKSHIRE  REGIONAL  SCHOOL 

BERKSHIRE  COMMUNITY  COLLEGE 

NORTH  ADAMS  STATE  COLLEGE 

SIMON'S  ROCK  OF  BARD  COLLEGE 

WILLIAMS  COLLEGE 

BONNIE  PRUDDEN  SCH  OF  PHYS  FITNESS 
LAFEMINNA  SCH  OF  MODELING-PITTSFLD 
BERKSHIRE  TRAINING  AND  EMPLOYMENT 
BERKSHIRE  MED  CNTR  SCHL  OF  ANESTHIS 
BERKSHIRE  MEDICAL  CENTER 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:     BERKSHIRE  HILLS  REGIONAL  SCHOOL 
MAIN  STREET 
STOCKBRIDGE ,   MA  012  62- 
(413) 298-3711 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


CIP  Code 

15.0303 
17.0402 
20. 0401 
47.0604 


Program  Title 


ELECTRONIC  TECHNOLOGY 
COMMUNITY  HEALTH  WORK 
FOOD  PROD , MGMT  &  SVCS,  GEN 
AUTOMOTIVE  MECHANICS 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     LEE  PUBLIC  SCHOOLS 
CROS SWAYS 
LEE,   MA  01238- 
(413) 243-2100 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


17.0402 
20. 0401 
46. 0201 


COMMUNITY  HEALTH  WORK 
FOOD  PROD , MGMT  &  SVCS,  GEN 
CARPENTRY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:     LENOX  PUBLIC  SCHOOLS 
TOWN  HALL 
LENOX,   MA  0124  0- 
(413) 637-0204 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


17.0402 
20.0401 


COMMUNITY  HEALTH  WORK 
FOOD  PROD,MGMT  &  SVCS,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     NORTHERN  BERKSHIRE  REG  VOC  TECH 
HODGES  CROSS  ROAD 
NORTH  ADAMS,   MA  01247- 
(413) 663-5383 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


tOUc 

irrograin  iitie 

08. 

0708 

MARKETING,  GENERAL 

11. 

0301 

DATA  PROCESSING 

12  . 

0403 

COSMETOLOGY 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

17. 

0101 

DENTAL  ASSISTING 

17. 

0211 

SURGICAL  TECHNOLOGY 

17. 

0508 

PHYSICIAN  ASSISTING 

20. 

0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46. 

0302 

ELECTRICIAN 

46. 

0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

47. 

0604 

AUTOMOTIVE  MECHANICS 

48. 

0101 

DRAFTING,  GENERAL 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 

0508 

WELDING 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     PITTSFIELD  VOCATIONAL  SCHOOL 
P.O.   BOX  1187 
PITTSFIELD,   MA  01201- 
(413) 499-1241 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


o  x  n 
CIP 

Code 

Program  Title 

01. 

0601 

HORTICULTURE,  GENERAL 

08. 

0708 

MARKETING,  GENERAL 

11. 

0201 

COMPUTER  PROGRAMMING 

12  . 

0403 

COSMETOLOGY 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

20. 

0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46. 

0201 

CARPENTRY 

46. 

0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

47. 

0603 

AUTOMOTIVE  BODY  REPAIR 

47. 

0604 

AUTOMOTIVE  MECHANICS 

47. 

0606 

SMALL  ENGINE  REPAIR 

48. 

0101 

DRAFTING,  GENERAL 

48. 

0201 

GRAPHIC/PRINT  COMMUNICATION, GEN 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 

0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:  BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     SO  BERKSHIRE  EDUC  COLLAB 
MAIN  STREET,   BOX  73  9 
STOCKBRIDGE ,   MA  01262- 
(413) 528-2410 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


17.0402  COMMUNITY  HEALTH  WORK 

20.04  01  FOOD  PROD , MGMT  &  SVCS,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:      SOUTHERN  BERKSHIRE  REGIONAL  SCHOOL 
BOX  3  39 

SHEFFIELD,   MA  01257- 
(413) 229-8778 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


17.0402 
20. 0401 


COMMUNITY  HEALTH  WORK 
FOOD  PROD,MGMT  &  SVCS,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:      BERKSHIRE  COMMUNITY  COLLEGE 
WEST  STREET 
PITTSFIELD,   MA  01201- 
(413) 499-4660 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
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14  . 

0101 

ENGINEERING,  GENERAL 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

15. 

0401 

BIOMEDICAL  EQUIPMENT  TECHNOLOGY 

17. 

0402 

COMMUNITY  HEALTH  WORK 

17. 

0818 

RESPIRATORY  THERAPY 

18  . 

1101 

NURSING,  GENERAL 

20. 

0404 

DIETETIC  AIDE/ASSISTING 

20. 

0499 

FOOD  PROD,   MGMT,    &  SVCS,  OTHER 

24  . 

0101 

LIBERAL/ GENERAL  STUDIES 

24  . 

0199 

LIBERAL/ GENERAL  STUDIES,  OTHER 

43  . 

0104 

CRIMINAL  JUSTICE  STUDIES 

43  . 

0203 

FIREFIGHTING 

44  . 

0201 

COMMUNITY  SERVICES 

50. 

0101 

VISUAL  &  PERFORMING  ARTS,  GEN 

50. 

0501 

DRAMATIC  ARTS 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:  BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     NORTH  ADAMS  STATE  COLLEGE 
CHURCH  STREET 
NORTH  ADAMS,   MA  01247- 


Type  School : 


(413) 664- 

A  C  1  1 

4S11 

FOUR-YEAR 

/"■/"NT  T  T/™" T?  TTVTTT7PDCTTV 

CIP  Code 

Program  Title 

06 

.0401 
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13 
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ELEIMENTARY  EDUCATION 

13 
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PRE -ELEMENTARY  EDUCATION 

17 
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MEDICAL  TECHNOLOGY 

23 

.0101 

ENGLISH,  GENERAL 

26 

.0101 

BIOLOGY,  GENERAL 

27 

.0101 

MATHEMATICS,  GENERAL 

30 

.9999 

MULT I / INTERDISCIPL . STUDIES , OTH 

38 

.0101 

PHILOSOPHY 

40 

.  0501 

CHEMISTRY,  GENERAL 
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PHYSICS,  GENERAL 

42 

.0101 

PSYCHOLOGY,  GENERAL 

45 
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HISTORY 
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SOCIOLOGY 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     SIMON'S  ROCK  OF  BARD  COLLEGE 
ALFORD  ROAD 

GREAT  BARRINGTON ,   MA  012  3  0- 
(413) 528-0771 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


23.0101  ENGLISH,  GENERAL 

24.0101  LIBERAL/ GENERAL  STUDIES 

30.0101  BIOLOGICAL  &  PHYSICAL  SCIENCES 

45.0101  SOCIAL  SCIENCES,  GENERAL 

45.9999  SOCIAL  SCIENCES,  OTHER 

50.0101  VISUAL  &  PERFORMING  ARTS,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:     WILLIAMS  COLLEGE 
MAIN  STREET 

WILLIAMSTOWN,   MA  012  67- 


Type  School: 


(413) 597- 

2211 

FOUR-YEAR 

COLLEGE  OR  UNIVERSITY 

CIP  Code 

Program  Title 

05.0102 

AMERICAN  STUDIES 

05.0103 

■»        T  "A  IT       f"»  mTTr\  "T"  T!»  O                  T~i\T  TT'T" »  7\  T 

ASIAN  STUDIES,  GENERAL 

11 . 0101 

COMPUTER  &  INFO  SCIENCES,  GEN 

16 . 0402 

RUSSIAN 

16 . 0501 

GERMAN 

16.0901 

FRENCH 

16 . 0905 

SPANISH 

23 . 0101 

ENGLISH,  GENERAL 

23 . 0201 

CLASSICS 

23 . 9999 

LETTERS ,  OTHER 

26 . 0101 

BIOLOGY ,  GENERAL 

26 . 9999 

LIFE  SCIENCES,  OTHER 

27.0101 

MATHEMATICS,  GENERAL 

38.0101 

PHILOSOPHY 

38 . 0201 

RELIGION 

40 . 0201 

it  a  mn  a\t 

ASTRONOMY 

40 . 0501 

CHEMISTRY,  GENERAL 

An  ncni 

1U . UDUl 

40.0801 

PHYSICS,  GENERAL 

42.0101 

PSYCHOLOGY,  GENERAL 

45.0201 

ANTHROPOLOGY 

45. 0601 

ECONOMICS 

45.0801 

HISTORY 

45. 1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 1101 

SOCIOLOGY 

45.9999 

SOCIAL  SCIENCES,  OTHER 

50. 0501 

DRAMATIC  ARTS 

50. 0703 

ART  HISTORY  AND  APPRECIATION 

50. 0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:     BONNIE  PRUDDEN  SCH  OF  PHYS  FITNESS 

1  ELM  STREET 

STOCKBRIDGE ,   MA  01262- 

(413) 298-3066 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0405  MASSAGE 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:  BERKSHIRE  CONSORTIUM  (BERKSHIRE  CO) 

School  Name:     LAFEMINNA  SCH  OF  MODELING-PITTSFLD 

100  FENN  STREET 

PITTSFIELD,   MA  01201- 

(413) 499-4320 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103  FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:     BERKSHIRE  MED  CNTR  SCHL  OF  ANESTHIS 
725  NORTH  STREET 
PITTSFIELD,   MA  01201- 
(  ) 

Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 
CIP  Code         Program  Title 


17.0310  MEDICAL  TECHNOLOGY 

18.1102  ANESTHETIST 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 

Active  Region:   BERKSHIRE  CONSORTIUM   (BERKSHIRE  CO) 

School  Name:      BERKSHIRE  MEDICAL  CENTER 

725  NORTH  STREET 

PITTSFIELD,   MA  01201- 

(413) 499-4161 
Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17.0310  MEDICAL  TECHNOLOGY 
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STATE  TRAINING  INVENTORY 

STI 


LIST  OF  TRAINING  INSTITUTIONS 

AND 

TRAINING  PROGRAMS  BY  INSTITUTION 


BOSTON  CITY 

Service  Delivery  Area 
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1992 

1991  SCHOOL  YEAR 
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MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-year  college 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  SCHOOLS  IN  ACTIVE  GEOGRAPHIC 
Active  Region:   BOSTON  CITY 

Type  of  schools:   ALL  TYPES 

Name  of  the  School 


BOSTON  PUBLIC  SCHOOLS 
BAPTIST  BIBLE  COLLEGE  EAST 
BAY  STATE  COLLEGE 
BUNKER  HILL  COMMUNITY  COLLEGE 
CATHERINE  LABOURE  COLLEGE 
FISHER  COLLEGE 

FORSYTH  SCHOOL  FOR  DENTAL  HYGIENIST 

FRANKLIN  INSTITUTE  OF  BOSTON 

KATHERINE  GIBBS  SCHOOL 

NEW  ENGLAND  BANKING  INSTITUTE 

ROXBURY  COMMUNITY  COLLEGE 

ART  INSTITUTE  OF  BOSTON 

BERKLEE  COLLEGE  OF  MUSIC 

BOSTON  ARCHITECTURAL  CENTER 

BOSTON  CONSERVATORY 

BOSTON  INSTITUTE  FOR  PSYCHOTHERAPIE 

BOSTON  UNIVERSITY 

EMERSON  COLLEGE 

EMMANUEL  COLLEGE 

MASS  COLLEGE  OF  PHARMACY 

MASSACHUSETTS  COLLEGE  OF  ART 

MGH  INST  OF  HEALTH  PROFESSIONS,  INC 
I  NEW  ENGLAND  COLLEGE  OF  OPTOMETRY 

NEW  ENGLAND  CONSERVATORY  OF  MUSIC 
I  NEW  ENGLAND  SCHOOL  OF  LAW 

NORTHEASTERN  UNIVERSITY 

SAINT  JOHN'S  SEMINARY 

SCHOOL  OF  THE  MUSEUM  OF  FINE  ARTS 

SIMMONS  COLLEGE 

SUFFOLK  UNIVERSITY 
!  THE  GORDON  INSTITUTE 
!  UNIVERSITY  OF  MASS.   AT  BOSTON 

WENTWORTH  INST.    OF  TECHNOLOGY 
i WHEELOCK  COLLEGE 

ACTORS  WORKSHOP 

ASSOCIATED  TECHNICAL  INSTITUTE 
AUDIO  WORKSHOP  SCHOOL  OF  SOUND 
BARBIZON  SCHOOL  OF  MODELING 
BAY  STATE  SCHOOL  OF  APPLIANCES 
BLAINE  HAIR  SCHOOL  -  BOSTON 
BOSTON  BARTENDERS  SCHOOL,  INC 
BOSTON  FIREARMS  TRAINING  ACADEMY 
BOSTON  TECHNICAL  CENTER 
BURDETT  SCHOOL 
BUTERA  SCHOOL  OF  ART 

ELIZABETH  GRADY  SCHOOL  OF  ETHETICS 

HICKOX  SECRETARIAL  SCHOOL 

IMAGE  RESOURCE  LTD ' S  MODELING  WKSHP 


REGION 


State/City        Type  School  Telephone 


MA/BOSTON 

H.S.  VOC 

( 617  ] 

4  4  2 

C  *~1  P\  P\ 

-5200 

MA/HYDE  PARK 

Z-YLAK 

( 617 ; 

3  64 

-3510 

MA/BOSTON 

z  —  i  LAK 

( 617 ) 

2  3  6 

-8  000 

MA/CHARLESTO 

2 - YtAK 

COL 

( 617  ] 

241 

-8600 

MA/BOSTON 

2— YEAR 

OOij 

( 617 ) 

296 

-4  000 

MA/BOSTON 

2 -YEAR 

LOLi 

( 617 ; 

262 

-3240 

MA/BOSTON 

UOLi 

( 617 ; 

262 

-52  00 

MA/BOSTON 

UOLi 

( 617  ] 

42  3 

-4  63  0 

MA/BOSTON 

(617  ] 

578 

-713  0 

MA/BOSTON 

UOLi 

( 617  ] 

951 

-2  3  50 

MA/BOSTON 

2  —  1  LA_K 

UOLi 

( 617  ] 

541 

-5310 

MA/BOSTON 

>»   V  T?  A  T5 

UOLi 

( 617  ] 

2  62 

-1223 

MA/BOSTON 

/i  _vraD 
4    i  .LAK 

pAT 

UUJ_) 

(  617 , 

2  6  6 

-14  00 

MA/BOSTON 

A  —  VP  A  15 

t'JL 

(617, 

c  o  c 
5  3  6 

-  J  1  /  u 

MA/ BUb 1 ON 

A  —  VTT  A  I? 

C  "J  c 

D  J  b 

—  b  J4  U 

MA/BOblON 

POT 

vol/, 

7  C  7 

—  1  C  C  1 

—  lobl 

MA/ oUblUN 

A -VF1P 

POT 

(  D  1  /  , 

7  K  T 
J  D  J 

_  7  "7  n  n 
—  2  J  UU 

MA/ oUo 1 UN 

4 -VFAR 

POT 

tub 

(  bl  / 

C70 

—  o  b  U  U 

MA/ DUb 1 UN 

H     I  £±r\J\ 

POT 
t  \j  ij 

(bl/ 

71C 
/J  J 

_Q7  1  C 

■y  / 1  j 

MA/ BUb 1 UN 

A  —VFAR 

POT 

vtb 

(bl/, 

7  7  7 

—  7  n  c;  n 

—  2  o  D  U 

MA  /  UACTrWT 

MA/ BUb 1UN 

A -VF&P 

POT 
LUb 

(bl/, 

7  T  7 
Z  J/ 

1  J  J  J 

MA/ BOb  1  UN 

4-YEAR 

COL 

(  b  1  /  , 

7  7  C 

/2b 

-J14U 

MA / BOb 1 UN 

4-YEAR 

COL 

/cm 
(bl/, 

7  C  C 

2  b  b 

_  7  n  t  n 
—  2  (J  J  (J 

MA / BUb 1 UN 

4 -YEAR 

COL 

/CI  71 

(  bl  /  , 

z  o  z 

—  i  i  7  n 
11ZU 

MA  /  13  /7  CTPvkT 

MA/ BUb 1 UN 

4-YEAR 

COL 

/  C  1  7  1 

(  b  1  /  , 

4  0  1 

—  U  U 1 U 

MA/ BUb 1 UN 

4-YEAR 

COL 

/  C  1  7  1 

(  b  1  /  , 

4  J  / 

_  7  7  n  r\ 
—  2  2  (J  U 

MA  /DTSTrUTAM 

MA / BKlbn 1 UN 

4-YEAR 

COL 

/  C1  7  1 

[bl/, 

7  c;  /i 
c  j4 

_  7  c  i  n 
—  2  b  1 U 

MA /DACTHM 

MA/ BUb I UN 

4-YEAR 

COL 

/CI  71 

(  b  1  /  , 

7  C  7 

z  b  / 

7  7  1  Q 
—  1  2  1  O 

MA/ BOb I ON 

4-YEAR 

COL 

(  b  1  / 

"7  1  O 

/Jo 

7  A  Q  Q 

—  2  uy  y 

MA / BUb I UN 

4-YEAR 

COL 

(61/, 

C  "7  *5 

D  /  J 

o  n  n  n 
—  o  UUU 

MA/WAKBr  1B.LD 

4-YEAR 

COL 

/  C  T  *7  1 

(bl  /  t 

2  4b 

>i  i  a  r\ 
—  4  /  D  U 

MA/ BUb I UN 

4-YEAR 

COL 

(  b  1  /  j 

7  O  "7 

2  o  / 

—  b  1  U  U 

MA / BUb 1 UN 

4-YEAR 

COL 

/  C  1  "7  1 

(bl/, 

4  4  2 

-y  u  i  u 

ma  /Dncrnv 
MA / BUb 1 UN 

4-YEAR 

COL 

(  6  17  ^ 

/  J  4 

C  ^  r\  r\ 

—  r>2  OU 

MA/ BOb I ON 

PROPRIETRY 

(  6  17  i 

4  2  3 

—  /  J  1  J 

PROPRIETRY 

/Cl  T 

[bl/j 

J  D  / 

—  d  n  a  n 

MA/BOSTON 

PROPRIETRY 

(617; 

547 

-3957 

MA/BOSTON 

PROPRIETRY 

(617; 

266 

-6980 

MA/BOSTON 

PROPRIETRY 

(617; 

364 

-3434 

MA/BOSTON 

PROPRIETRY 

(617; 

266 

-7678 

MA/BOSTON 

PROPRIETRY 

(617; 

536 

-7272 

MA/DORCHESTE 

PROPRIETRY 

(617; 

438 

-8846 

MA/ BOSTON 

PROPRIETRY 

(617; 

482 

-9273 

MA/BOSTON 

PROPRIETRY 

(617; 

859 

-1900 

MA/BOSTON 

PROPRIETRY 

(617; 

536 

-4623 

MA/BOSTON 

PROPRIETRY 

(617; 

262 

-0181 

MA/BOSTON 

PROPRIETRY 

(617; 

482 

-7655 

MA/BOSTON 

PROPRIETRY 

(617; 

262 

-4581 

JEANNIE  LINDHEIM'S  THEATER  WORKSHOP 
JOHN  ROBERT  POWERS  CAREER  SCHOOL 
N  E  SCHOOL  OF  ART  &  DESIGN 
N  E  SCHOOL  OF  NATURAL  HEALTH  CARE 
N  E  SCHOOL  OF  PHOTOGRAPHY 
NEW  ENGLAND  BARTENDERS  SCHOOL 
NEW  ENGLAND  TRAVEL  ACADEMY 
NORTH  BENNET  STREET  SCHOOL 
NORTHEAST  BROADCASTING  SCHOOL 
NORTHEAST  INSTIT  OF  IND  TECHNOLOGY 
RADIO  ELECTRONIC  TELEVISION  SCHOOL 
RITTNER'S  SCHOOL  OF  FLORAL  DESIGN 
THE  SCHOOL  OF  FASHION  DESIGN 
THE  SCHOOL  OF  FASHION  DESIGN 
TRAVEL  SCHOOL  OF  AMERICA 
WOMEN'S  TECHNICAL  INSTITUTE 
WORKSHOP  FOR  TELEVISION  &  MODELING 
ACTION  FOR  BOSTON  COMMUNITY  DEVELOP 
CHINESES  AMERICAN  CIVIC  ASSOCIATION 
DIMOCK  COMMUNITY  HEALTH  CENTER 
ECONOMIC  DEVELOP  &  INDUSTRIAL  COMM 
HOME  BUILDERS  INSTITUTE,  INC. 
INTERNATIONAL  INSTITUTE,  INC 
JEWISH  VOCATIONAL  SERVICES 
JOBS  FOR  YOUTH  ACADEMY 
OFICINA  HISPANA  DE  LA  COMMUNIDAD 
TRAINING,  INC. 

DIVISION  OF  APPRENTICE  TRAINING 
BOSTON  CITY  HOSPITAL 

NE  BAPTIST  HOSPITAL  SCHOOL  NURSING 
NEW  ENGLAND  DEACONESS  HOSPITAL 
NEW  ENGLAND  MEDICAL  CENTER 
SHATTUCK  HOSP  SCH  OF  PRACT  NURSING 
ST  ELIZABETH'S  HOSP  SCH  OF  NURSING 
VETERANS  ADMIN  MEDICAL  CENTER 


MA /RONTON 

1  Xf\  I  IJUU  X  V-/A.1 

/ci  71 

977 

z  /  / 

—  7  4  n  q 

Z  *i  0  0 

MA /RONTON 

PROPRTFTRV 

/£1  71 
\Dl/( 

7  C  7 

zo  / 

—  O  7  C  7 

0  /  0  / 

MA /RONTON 

PROPRTFTRV 

J  J  0 

U  J  0  J 

MA /RD^THN 

PPOPR  T  FTP V 

/ci  71 

7  4  7 
Z  *i  / 

—  n  Q  Q  c 

MA /BOSTON 

PROPRTFTRY 

XT  1W  X7  I\  X  J_i  X  XX  X 

f  6 1  7  ' 

[  \J  X  / 

4  T  7 

_1  OCR 

x  0  0  0 

MA /RONTON 

PROPRTFTRV 

/ci  71 

7  4  7 
Z  / 

xouu 

MA /RONTON 

PROPRTFTRV 

X  X\ w X  X\ X  L1AX 

/ci  71 

Jul/ 

7  4  7 

_  Q  O  C  Z 
0  J  J  0 

MA /RONTON 

PROPRTFTRV 
x  AUr i\x 

/ci  71 

7  7  7 

UXD  J 

MA /RONTON 

PROPRT  FTRV 

/ci  71 
\  ox  / 

7  67 
Z  O  / 

—  7  0.  i  n 

MA /RONTON 

PROPRTFTRV 

/ci  71 

[  O  X  /  ( 

J 

—  7  R  1  7 

MA /RHYTHM 

PROPRT  FTRV 

/ci  71 

[OX/ 

TOT 
/  O  J 

—  1  1  Q  7 
XX?  / 

MA  /RONTON 

PROPRTFTRV 

/ci  71 

^  OX  '  ( 

9  fi7 

ZD/ 

-J  O  Z  *» 

MA /RONTON 

PROPR  T  FTRV 

/C171 

[OX/ 

_)  j  0 

—  Q  7  4  7 
7  j  n  J 

MA  /  RO^TOM 

PROPRT  FTRV 

/Ci  71 
[  O  X  /  ( 

R  7 
^  0 

^  -J  H  J 

MA /RONTON 

PROPRT  FTRV 

/ci  71 
[ox/, 

7  R  7 

X  Z  X  *t 

MA /RONTON 

PROPRT  FTP V 

/C171 

[  O  X  /  ) 

9  fi 
zoo 

Z  Z  *t  J 

MA /RONTON 

PROPRTFTRV 

/C17' 

[  O  X  /  ( 

9  6  9 
z  0  z 

-1  4 

MA /RONTON 

.TTPA 
t-J  X  x  n 

/ci  71 

[  0  X  /  ( 

4  R  1 

X  z  z  z 

MA /BOSTON 

JTPA 

(617 

426 

-94  92 

MA  /POYRTTRV 

I  Xrt  /  l\vADUl\  X 

.TTPA 

*J  X  x  r\ 

f  6  1  7  1 

[  O  X  / 

4  4  9 

*x  H  Z 

—  Q  fi  T 

MA /BOSTON 

JTPA 

( 617 ' 

725 

-3342 

MA / DORCHESTE 

JTPA 

( 617 ' 

2  65 

-9625 

MA /ROSTON 
rLrV /  DUO  1  Un 

TTPA 

U  X  x  r\ 

/C17' 
[  0  x  / 

KTC 
J  ju 

—  1  OR  1 

X  v  O  X 

MA /ROSTON 

JTPA 

(617 

426 

-6990 

MA /ROSTON 

JTPA 

(617 

338 

-0816 

MA  /POYRTTRV 

.TTPA 
U  X  x /\ 

/C171 

[  0  X  /  4 

R9  9 
z  z 

—  R  9  9  9 
0  z  z  z 

MA /RONTON 

.TTPA 

%J  X  IT  t\ 

(  61  7  1 

S4  9 

X  O  \J  V 

MA /ROSTON 

APPRENTICE 

ix  X    X   I\  L«M  X  X  V»  1— ' 

r  617 1 

727 

-34  86 

MA /ROSTON 

HOSPITAL 

f  617  ' 

14  2  4 

T  X  T 

-5426 

MA /ROSTON 

f  6  1  7  ' 

-5968 

MA /ROSTON 

11/1/   XJWt_>X  Ull 

HOSPITAL 

llw  w  X    X  X  (VXJ 

(617] 

732 

-8001 

MA /ROSTON 

HOSPITAL 

flv  J*  X  X  n  XJ 

( 617 

I  W  X  / 

1  956 

J  ~t  \J 

-7  655 

~J  C.  iC 

—  R  iin 

O  X  X  \J 

MA /BOSTON 

HOSPITAL 

(617; 

789 

-2364 

MA/BOSTON 

HOSPITAL 

(617; 

1  232 

-9500 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BOSTON  PUBLIC  SCHOOLS 
2  6  COURT  STREET 
BOSTON,   MA  02108- 
(617) 442-5200 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


/-!  T  T" 

Code 

Program  Title 

01 . 

0601 

HORTICULTURE,  GENERAL 

03  . 

0101 

RENEWABLE  NATURAL  RESOURCES , GEN 

06  . 

a  n  n  1 

07  01 

tt  r\  rp  T7»  T-     /  vjrftvrn  T^T       VJT  TV  VT  TV  ^  TJTUTT  VTT» 

HOTEL/MOTEL  MANAGEMENT. 

07  . 

0605 

MEDICAL  SECRETARIAL 

08  . 

04  01 

T"  VT  TV  VTO  T  TV  T        PrTiTTTPfC      VJT  TV  T"i  T7"n»fTl  X  VT^"* 

FINANCIAL  SERVICES  MARKETING 

08  . 

07  08 

■\r  ■»  t->  T.T  T— *m  T"  VT /""•            /"^  ri\T  TT'T"*  TV  T 

MARKETING,  GENERAL 

10  . 

0104 

T">  T4  T"\  T"  /"*\    /  fTTT  T       *nr\  /"V  T"\        ^              T">  ft\  TV  T""\        TV        m       m  TT^  /"*TT 

RADIO/TV  PROD   &   BROADCAST  TECH 

11 . 

ft  «""»  ft  T 

02  01 

COMPUTER  PROGRAMMING 

12  . 

04  03 

COSMETOLOGY 

15 . 

ft  *■>  ft  ^ 

03  03 

T^T  P/"1fT1T\AlTTn       fTlT^^TTVT^T  /""V       1 7 

ELECTRONIC  TECHNOLOGY 

17  . 

ft  1  ft  ^ 

0101 

T"\  T™1  \T  m  TV  T         TV         O  T       m  T"  VT 

DENTAL  ASSISTING 

17  . 

04  02 

/""» f""\mnurT tvt t nn \/    uttv  t  rr>T t  tjatit/ 

COMMUNITY   HEALTH  WORK 

1  "7 

r\   n  q 

DHVCTPTSH  iCCTCTTHP 

1  /  . 

r\  c  r\  *5 
U  b  U  z 

20 . 

A  'N  ft  1 

02  01 

T  ▼  T  r\       ^  T\  T"*  T~*       H  VT  T**V       r+  TTT  T"\  >  VT  /"«  r*       1J  /"**  V#m 

CHILD  CARE  AND  GUIDANCE  MGMT 

20. 

0401 

FOOD  PROD, MGMT  &  SVCS,  GEN 

46. 

0302 

ELECTRICIAN 

46. 

0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

46. 

0501 

PLUMBING,    PIPE/STEAMFITTING,  GEN 

47. 

0201 

HEAT I NG / AC / REFRI G  MECH,  GEN 

47. 

0603 

AUTOMOTIVE  BODY  REPAIR 

47. 

0604 

AUTOMOTIVE  MECHANICS 

47. 

0606 

SMALL  ENGINE  REPAIR 

48. 

0101 

DRAFTING,  GENERAL 

48  . 

0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48. 

0203 

COMMERCIAL  ART 

48  . 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48  . 

0506 

SHEET  METAL 

48  . 

0508 

WELDING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BAPTIST  BIBLE  COLLEGE  EAST 
950  METROPOLITAN  AVENUE 
HYDE  PARK,   MA  02136- 
(617) 364-3510 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


39.0201  BIBLE  STUDIES 

39.0301  MISSIONARY  STUDIES 

39.0501  RELIGIOUS  MUSIC 

3  9.0601  THEOLOGICAL  STUDIES 

3  9.9999  THEOLOGY,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BAY  STATE  COLLEGE 

12  2   COMMONWEALTH  AVENUE 
BOSTON,   MA  02116- 
(617) 236-8000 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


CIP 

Code 

Program  Title 

06. 

0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06. 

0401 

BUSINESS  ADMIN  &  MGMT ,  GEN 

06. 

0701 

HOTEL/MOTEL  MANAGEMENT. 

07  . 

0603 

EXECUTIVE  SECRETARIAL 

07. 

0604 

LEGAL  SECRETARIAL 

07. 

0605 

MEDICAL  SECRETARIAL 

07. 

0606 

SECRETARIAL 

08  . 

0102 

FASHION  MERCHANDISING 

08  . 

1101 

TRANSPORTATION /TRAVEL  MKTG , GEN 

13  . 

0101 

EDUCATION,  GENERAL 

17. 

0503 

MEDICAL  ASSISTING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BUNKER  HILL  COMMUNITY  COLLEGE 
NEW  RUTHERFORD  AVENUE 
CHARLESTOWN,    MA  02129- 
(617) 241-8600 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


OTP 

CIF 

Code 

Program  Title 

06  . 

0101 

BUSINESS   &  MANAGEMENT,  GEN 

06  . 

0701 

HOTEL/MOTEL  MANAGEMENT. 

06  . 

r\  f~\  f~\  f~\ 

9999 

BUSINESS   &   MANAGEMENT ,  OTHER 

U1U1 

07  . 

f\  f  f\  0 

0603 

EXECUTIVE  SECRETARIAL 

07  . 

0604 

LEGAL  SECREIARIAL 

07  . 

0699 

SECRETARIAL   &   REL  PROG,  Oln 

U  /  . 

U  /  Ul 

liflrJij,    u£il>l   Urr    a   kc.1j   rKUO,  uiiin 

u  /  . 

UBUl 

WvjrvJJ  rKUULoolINb 

1  U  . 

U1U4 

KAU1U/1V    PKUU    a    dKUAULAo!  lr,L.n 

11. 

mm 
UzUl 

LUMrUltK  PKUUKArlMlWla 

11. 

UoUl 

MTPDnPnMDirPTD     iDDT  TflTTOHC 

[11  (.KULUItr U 1 LK  ArrLlLAllUMo 

11  . 

y  y  y  y 

LUKrUlLK    a    INrU    bLlLWLtb,  Uln 

15  . 

03  03 

ELECTRONIC  TECHNOLOGY 

17. 

0101 

DENTAL  ASSISTING 

17. 

0208 

NUCLEAR  MEDICAL  TECHNOLOGY 

17. 

0209 

RADIOLOGIC   (MEDICAL)  TECHNOLOGY 

17. 

0405 

MENTAL  HEALTH /HUMAN  SVCS  ASSIST 

17. 

0503 

MEDICAL  ASSISTING 

17. 

9999 

ALLIED  HEALTH,  OTHER 

18. 

1101 

NURSING,  GENERAL 

20. 

0403 

CHEF/ COOK 

24. 

0101 

LIBERAL/GENERAL  STUDIES 

24. 

0102 

GENERAL  STUDIES 

43  . 

0107 

LAW  ENFORCEMENT 

43. 

0201 

FIRE  CONTROL  AND  SAFETY  TECH 

48  . 

0204 

COMMERCIAL  PHOTOGRAPHY 

50. 

0402 

GRAPHIC  DESIGN 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      CATHERINE  LABOURE  COLLEGE 
212  0  DORCHESTER  AVENUE 
BOSTON,   MA  02124- 
(617) 296-4000 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


17.02  04  ELECTROENCEPHALOGRAPH  TECHNOLOGY 

17.0209  RADIOLOGIC    (MEDICAL)  TECHNOLOGY 

17.0506  MEDICAL  RECORDS  TECHNOLOGY 

18.1101  NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     FISHER  COLLEGE 

118  BEACON  STREET 
BOSTON,  MA  02116- 
(617) 262-3240 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


Code 

Program  Title 

06. 

0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06. 

0401 

BUSINESS  ADMIN  &  MGMT ,  GEN 

07. 

0399 

BUS  DATA  PROCESS  &  REL  PROG,OTH 

07. 

0603 

EXECUTIVE  SECRETARIAL 

07  . 

0604 

LEGAL  SECRETARIAL 

07. 

0801 

WORD  PROCESSING 

07. 

9999 

BUSINESS  AND  OFFICE,  OTHER 

08  . 

0102 

FASHION  MERCHANDISING 

08  . 

1105 

TRAVEL  SERVICES  MARKETING 

17. 

0503 

MEDICAL  ASSISTING 

20. 

0299 

CHILD  CARE  &  GUIDANCE  MGMT , OTH 

22. 

0103 

LEGAL  ASSISTING 

24. 

0101 

LIBERAL/ GENERAL  STUDIES 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      FORSYTH  SCHOOL  FOR  DENTAL  HYGIENIST 
14  0  THE  FENWAY 
BOSTON,   MA  02115- 
(617) 262-5200 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


17 . 0102 


DENTAL  HYGIENE 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      FRANKLIN  INSTITUTE  OF  BOSTON 
41  BERKELEY  STREET 
BOSTON,   MA  02116- 
(617) 423-4630 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


CIP 

Code 

Program  Title 

15. 

0101 

ARCHITECTURAL  DESIGN/CON  TECH 

15. 

0201 

CIVIL  TECHNOLOGY 

15. 

0301 

COMPUTER  TECHNOLOGY 

15. 

0302 

ELECTRICAL  TECHNOLOGY 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

15. 

04  31 

BIOMEDICAL  EQUIPMENT  TECHNOLOGY 

15. 

0402 

COMPUTER  SERVICING  TECHNOLOGY 

15. 

0501 

A/C,   HEAT,    &  REFRIG  TECHN 

15. 

0803 

AUTOMOTIVE  TECHNOLOGY 

15. 

0805 

MECHANICAL  DESIGN  TECHNOLOGY 

46. 

0302 

ELECTRICIAN 

48. 

0102 

ARCHITECTURAL  DRAFTING 

48. 

0105 

MECHANICAL  DRAFTING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     KATHERINE  GIBBS  SCHOOL 
12  6  NEWBURY  STREET 
BOSTON,   MA  02116- 
(617) 578-7130 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


06.07  01  HOTEL/MOTEL  MANAGEMENT. 

07.0101  ACCTG ,    BOOKKEEP   &  REL  PROG, GEN 

07.0601  SECRETARIAL  &  REL  PROGS,  GEN 

07.0606  SECRETARIAL 

07.9999  BUSINESS  AND  OFFICE,  OTHER 

08.1105  TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NEW  ENGLAND  BANKING  INSTITUTE 
1LINCOLN  PLAZA, 89SOUTHST 
BOSTON,    MA  02111- 
(617) 951-2350 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


07 . 0201 


BANKING  &  REL  FINANCIAL,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     ROXBURY  COMMUNITY  COLLEGE 
12  3  4   COLUMBUS  AVENUE 
BOSTON,    MA  02120-3400 
(617) 541-5310 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


06.0101  BUSINESS   &  MANAGEMENT,  GEN 

06.0201  ACCOUNTING    (4-YR+  DEG  PROG) 

06.04  01  BUSINESS  ADMIN  &  MGMT,  GEN 

06.0701  HOTEL/MOTEL  MANAGEMENT. 

07.0601  SECRETARIAL  &  REL  PROGS,  GEN 

07.07  01  TYPING,    GEN  OFF  &  REL  PROG,  GEN 

07.0801  WORD  PROCESSING 

11.02  01  COMPUTER  PROGRAMMING 

11.0301  DATA  PROCESSING 

13.1204  PRE -ELEMENTARY  EDUCATION 

13.1311  MATHEMATICS  EDUCATION 

13.1317  SOCIAL  SCIENCE  EDUCATION 

15.0301  COMPUTER  TECHNOLOGY 

17.0605  PRACTICAL  NURSING 

18.1101  NURSING,  GENERAL 

23.0101  ENGLISH,  GENERAL 

24.0199  LIBERAL/ GENERAL  STUDIES,  OTHER 

30.0101  BIOLOGICAL  &  PHYSICAL  SCIENCES 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     ART  INSTITUTE  OF  BOSTON 

700  BEACON  ST 

BOSTON,   MA  02215- 

(617) 262-1223 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


50.04  03  ILLUSTRATION  DESIGN 

50.0499  DESIGN,  OTHER 

50.0605  PHOTOGRAPHY 

50.0701  FINE  ARTS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 


School  Name 


Type  School 


BERKLEE  COLLEGE  OF  MUSIC 
114  0   BOYLSTON  STREET 
BOSTON,    MA  02215- 
(617) 266-1400 

FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP  Code 

13 . 1312 
50.0903 
50. 0904 
50. 0999 


Program  Title 


MUSIC  EDUCATION 

MUSIC  PERFORMANCE 

MUSIC  THEORY  &  COMPOSITION 

MUSIC,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BOSTON  ARCHITECTURAL  CENTER 

32  0  NEWBURY  STREET 

BOSTON,    MA  02115- 

(617) 536-3170 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


04.0201  ARCHITECTURE 
04.0501  INTERIOR  DESIGN. 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BOSTON  CONSERVATORY 

8   THE  FENWAY 

BOSTON,   MA  02215- 

(617) 536-6340 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


50. 0301 
50. 0903 
50. 9999 


DANCE 

MUSIC  PERFORMANCE 

VISUAL  &  PEFORMING  ARTS,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      BOSTON  INSTITUTE  FOR  PSYCHOTHERAPIE 
52  0  COMMONWEALTH  AVENUE 
BOSTON,    MA  02215- 
(617) 267-1561 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


42  .  9999 


PSYCHOLOGY,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BOSTON  UNIVERSITY 

121  BAY  STATE  ROAD 

BOSTON,   MA  02215- 

(617) 353-2300 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


04.0101  ARCHITECTURE/ ENVIRON  DESIGN, GEN 
04.0301  CITY,    COMMUNITY   &  REGIONAL  PLANNING 

05.0102  AMERICAN  STUDIES 
05.0199  AREA  STUDIES,  OTHER 
05.0201  AFRO-AMERICAN  STUDIES 
05.9999  AREA  AND  ETHNIC  STUDIES,  OTH 
06.0101  BUSINESS   &  MANAGEMENT,  GEN 
06.0201  ACCOUNTING    (4-YR+  DEG  PROG) 
06.0401  BUSINESS  ADMIN  &  MGMT,  GEN 
06.0701  HOTEL/MOTEL  MANAGEMENT. 
06.1201  MANAGEMENT  INFORMATION  SYSTEMS 
09.0101  COMMUNICATIONS,  GENERAL 
09.04  01  JOURNALISM 

09.0501  PUBLIC  RELATIONS 

09.0701  RADIO /TELEVISION,  GENERAL 

09.9999  COMMUNICATIONS,  OTHER 

11.0101  COMPUTER  &  INFO  SCIENCES,  GEN 

11.0401  INFORMATION  SCIENCES  &  SYSTEMS 

13.0101  EDUCATION,  GENERAL 

13.0201  BILINGUAL/ CROSSCULTURAL  ED 

13.0301  CURRICULUM  &  INSTRUCTION 

13.04  01  EDUCATION  ADMINISTRATION,  GEN 

13.0501  EDUCATIONAL  MEDIA 

13.0701  INTERNATIONAL  &  COMPARATIVE  ED 

13.1001  SPECIAL  EDUCATION,  GENERAL 

13.1003  ED  OF  DEAF  &  HEARING  IMPAIR 

13.1101  STUDENT  COUNSEL/PERSONNEL  SVCS 

13.1201  ADULT  &  CONTINUING  EDUCATION 

13.1202  ELEMENTARY  EDUCATION 
13.1204  PRE-ELEMENTARY  EDUCATION 
13.12  99  TEACHER  ED,    GEN  PROG,  OTH 

13.1302  ART  EDUCATION 

13.1303  BUSINESS  EDUCATION 

13.1305  ENGLISH  EDUCATION 

13.1306  FOREIGN  LANGUAGES  EDUCATION 

13.1307  HEALTH  EDUCATION 

13.1311  MATHEMATICS  EDUCATION 

13.1312  MUSIC  EDUCATION 

13.1314  PHYSICAL  EDUCATION 

13.1315  READING  EDUCATION 

13.1316  SCIENCE  EDUCATION 
13.1318  SOCIAL  STUDIES  EDUCATION 
13.1399  TEACHER  ED  SPEC  SUBJ  AREAS,  OTH 
13.1401  TEACH  ENGL-SEC  LANG/FOREIGN  LANG 


14  . 

0101 

ENGINEERING,  GENERAL 

14  . 

0201 

AEROSPACE/ AERO  &  ASTRONAUT  ENG 

14  . 

0501 

BIOENGINEERING/BIOMEDICAL  ENG 

14  . 

0901 

COMPUTER  ENGINEERING 

14  . 

1001 

ELEC/ ELECTRONIC/ COMMUNICA  ENG 

14  . 

1301 

ENGINEERING  SCIENCE 

14  . 

1701 

INDUSTRIAL  ENGINEERING 

14  . 

1901 

MECHANICAL  ENGINEERING 

14  . 

2701 

SYSTEMS  ENGINEERING 

16 . 

0402 

RUSSIAN 

16 . 

0501 

GERMAN 

16 . 

0901 

FRENCH 

16  . 

0902 

ITALIAN 

16  . 

0903 

LATIN 

16  . 

0905 

SPANISH 

17  . 

0101 

DENTAL  ASSISTING 

17  . 

0201 

CARDIOVASCULAR  TECHNOLOGY 

17  . 

0407 

REHABILITATION  COUNSELING 

17  . 

0508 

PHYSICIAN  ASSISTING 

17  . 

0807 

OCCUPATIONAL  THERAPY 

17  . 

0813 

PHYSICAL  THERAPY 

17  . 

0899 

REHABILITATION  SERVICES,  OTHER 

18  . 

0103 

SPEECH  PATHOLOGY /AUD I OLOGY 

18  . 

0299 

BASIC  CLINICAL  HEALTH  SCIENCE  OTH 

18  . 

0401 

DENTISTRY,  GENERAL 

18  . 

0402 

DENTAL  PUBLIC  HEALTH 

18. 

0403 

ENDODONTICS 

18  . 

0404 

ORAL /MAX I AL  FACIAL  SURGERY 

18  . 

0406 

ORTHODONTICS 

18 . 

0407 

PEDODONTICS 

18 . 

0408 

PERIODONTICS 

18 . 

0409 

PROSTHODONTICS 

18 . 

0499 

DENTISTRY,  OTHER 

18  . 

0701 

HEALTH  CARE  ADMINISTRATION 

18 . 

0702 

HEALTH  CARE  PLANNING 

18  . 

0799 

HEALTH  SERVICES  ADMIN.,  OTHER 

18  . 

1001 

MEDICINE,  GENERAL 

18 . 

1008 

GERIATRICS 

18  . 

1101 

NURSING,  GENERAL 

18  . 

1103 

MATERNAL/ CHILD  HEALTH 

18  . 

1104 

MEDICAL  SURGICAL 

18. 

1105 

NURSING  ADMINISTRATION 

18  . 

1106 

PSYCHIATRIC/MENTAL  HEALTH 

18  . 

1107 

PUBLIC  HEALTH  (NURSING) 

18  . 

1199 

NURSING,  OTHER 

18  . 

1801 

PRE -MEDICINE 

18  . 

2202 

EPIDEMIOLOGY 

18 . 

9999 

HEALTH  SCIENCES,  OTHER 

22  . 

0101 

LAW 

22  . 

0199 

LAW ,  OTHER 

23  . 

0101 

ENGLISH,  GENERAL 

23  . 

0201 

CLASSICS 

23  . 

0501 

CREATIVE  WRITING 

26 . 

0101 

BIOLOGY,  GENERAL 

26 . 

0201 

BIOCHEMISTRY  &  BIOPHYSICS 

26 . 

0501 

MICROBIOLOGY 

26 . 

0601 

ANATOMY 

26  . 

0608 

NEUROSCIENCES 

26. 

0609 

NUTRITIONAL  SCIENCES 

26. 

0704 

PATHOLOGY,    HUMAN  &  ANIMAL 

26  . 

0706 

PHYSIOLOGY,   HUMAN  &  ANIMAL 

27  . 

0101 

MATHEMATICS,  GENERAL 

30. 

0401 

HUMANITIES   &  SOCIAL  SCIENCES 

30. 

0601 

SYSTEMS  SCIENCE 

30. 

9999 

MULTI/INTERDISCIPL. STUDIES,  OTH 

38  . 

0101 

PHILOSOPHY 

38  . 

0201 

RELIGION 

38  . 

9999 

PHILOSOPHY  &  RELIGION,  OTHER 

39. 

0201 

BIBLE  STUDIES 

39  . 

0601 

THEOLOGICAL  STUDIES 

40. 

0201 

ASTRONOMY 

40. 

0501 

CHEMISTRY,  GENERAL 

40  . 

0601 

GEOLOGY 

40. 

0699 

GEOLOGICAL  SCIENCES,  OTHER 

40. 

0801 

PHYSICS,  GENERAL 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

42  . 

0601 

COUNSELING  PSYCHOLOGY 

42  . 

1201 

PSYCHOLINGUISTICS 

43  . 

0103 

CRIMINAL  JUSTICE  ADMINISTRATION 

43  . 

0104 

CRIMINAL  JUSTICE  STUDIES 

44  . 

0401 

PUBLIC  ADMINISTRATION 

44  . 

0701 

SOCIAL  WORK,  GENERAL 

45. 

0101 

SOCIAL  SCIENCES,  GENERAL 

45. 

0201 

ANTHROPOLOGY 

45. 

0301 

ARCHEOLOGY 

45. 

0601 

ECONOMICS 

45. 

0701 

GEOGRAPHY 

45. 

0801 

HISTORY 

45. 

0901 

INTERNATIONAL  RELATIONS 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

45. 

1201 

URBAN  STUDIES 

45. 

9999 

SOCIAL  SCIENCES,  OTHER 

50. 

0101 

VISUAL  &  PERFORMING  ARTS,  GEN 

50. 

0402 

GRAPHIC  DESIGN 

50. 

0405 

THEATER  DESIGN 

50. 

0501 

DRAMATIC  ARTS 

50. 

0602 

CINEMATOGRAPHY /FILM 

50. 

0703 

ART  HISTORY  AND  APPRECIATION 

50. 

0708 

PAINTING 

50. 

0709 

SCULPTURE 

50. 

0902 

MUSIC  HISTORY  &  APPRECIATION 

50. 

0903 

MUSIC  PERFORMANCE 

50. 

0904 

MUSIC  THEORY  &  COMPOSITION 

50. 

0999 

MUSIC,  OTHER 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      EMERSON  COLLEGE 

100  BEACON  STREET 

BOSTON,    MA  02116- 

(617) 578-8600 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

05. 

0102 

AMERICAN  STUDIES 

09. 

0101 

COMMUNICATIONS,  GENERAL 

09. 

0201 

ADVERTISING 

09. 

0401 

JOURNALISM 

09. 

0701 

RADIO/TELEVISION,  GENERAL 

09. 

9999 

COMMUNICATIONS,  OTHER 

18. 

0103 

SPEECH  PATHOLOGY /AUD I OLOGY 

23  . 

0501 

CREATIVE  WRITING 

23. 

9999 

LETTERS,  OTHER 

30. 

9999 

MULTI/INTERDISCIPL. STUDIES , OTH 

50. 

0301 

DANCE 

50. 

0501 

DRAMATIC  ARTS 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      EMMANUEL  COLLEGE 

4  00  THE  FENWAY 

BOSTON,    MA  02115- 

(617) 735-9715 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

06  . 

0101 

BUSINESS   &  MANAGEMENT,  GEN 

06  . 

0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06  . 

0601 

HUMAN  RESOURCES  DEVELOPMENT 

13  . 

12  02 

ELEMENTARY  EDUCATION 

13  . 

13 12 

X  KT  T        "T"  ^>  t— '  T"*\  T  T        X  m  "T"  AIT 

MUSIC  EDUCATION 

16  . 

0101 

FOREIGN  LANG,    MULT  EMPHASIS 

16  . 

0501 

^^T"^T"\X#ll  XT 

GERMAN 

16  . 

0901 

■w—y T^XT        T  T 

FRENCH 

16  . 

0902 

ITALIAN 

16  . 

0905 

T~,  Tk  XT        f**  T  T 

SPANISH 

17  . 

0801 

ART  THERAPY 

17  . 

08  06 

»  m~T          y  g-%       fTIT  T  T"*T^  X  T"*»  t  f 

MUSIC  THERAPY 

18  . 

07  01 

HEALTH  CARE  ADMINISTRATION 

18  . 

1101 

x  TT  T"0  f  T*  VT                      p\T  T7>  T*}  >  T 

NURSING,  GENERAL 

2  3  . 

0101 

t">xt /■*  t  t               PT?\Trr^>  t 

ENGLISH,  GENERAL 

2  3  . 

9999 

▼    TVTWTl  1  1 1  t                  g*\  fTTT  T  T™*  T*V 

LETTERS ,  OTHER 

24  . 

0199 

LIBERAL/ GENERAL  STUDIES,  OTHER 

26  . 

0101 

TP*  V        T         ^  Tf                   T^\T  T^T^  *  T 

BIOLOGY,  GENERAL 

26  . 

0201 

^"»T  T  T^»  T*  P"*  mn  ir         f         T"»  T"  /"\  TXT  TVPT  /"I  <—» 

BIOCHEMISTRY   &  BIOPHYSICS 

27  . 

0101 

xr  X  mT  T  T  »»#  X  fTl  T"  f>  r*^                   T^XT  T™1  T*i  T 

MATHEMATICS,  GENERAL 

3  0  . 

02  01 

CLilNlCAL.   rAbiUKAL  LAKt 

39. 

0601 

THEOLOGICAL  STUDIES 

39. 

9999 

THEOLOGY,  OTHER 

40. 

0501 

CHEMISTRY,  GENERAL 

40. 

0801 

PHYSICS,  GENERAL 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

42  . 

0701 

DEVELOPMENTAL  PSYCHOLOGY 

42  . 

9999 

PSYCHOLOGY,  OTHER 

45. 

0601 

ECONOMICS 

45. 

0801 

HISTORY 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

50. 

0701 

FINE  ARTS,  GENERAL 

50. 

0703 

ART  HISTORY  AND  APPRECIATION 

50. 

0799 

FINE  ARTS,  OTHER 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     MASS  COLLEGE  OF  PHARMACY 

17  9   LONGWOOD  AVENUE 

BOSTON,   MA  02115- 

(617) 232-2850 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


17.0208  NUCLEAR  MEDICAL  TECHNOLOGY 

17.02  09  RADIOLOGIC   (MEDICAL)  TECHNOLOGY 

18.1101  NURSING,  GENERAL 

18.1401  PHARMACY 

18.9999  HEALTH  SCIENCES,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     MASSACHUSETTS  COLLEGE  OF  ART 
621  HUNTINGTON  AVENUE 
BOSTON,   MA  02115- 
(617) 232-1555 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


13.1302  ART  EDUCATION 

50.0401  DESIGN,  GENERAL 

50.0601  FILM  ARTS,  GENERAL 

50.0701  FINE  ARTS,  GENERAL 

50.0703  ART  HISTORY  AND  APPRECIATION 

50.0706  INTERMEDIA 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      MGH  INST  OF  HEALTH  PROFESSIONS,  INC 

15  RIVER  STREET 

BOSTON,    MA  02108- 

(617) 726-3140 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


17.0813  PHYSICAL  THERAPY 

18.1199  NURSING,  OTHER 

19.0503  DIETETICS/HUMAN  NUTRITION  SVCS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:     NEW  ENGLAND  COLLEGE  OF  OPTOMETRY 

424  BEACON  STREET 

BOSTON,   MA  02115- 

(617) 266-2030 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


17 . 0705 
18 . 1201 


OPTOMETRIC  TECHNOLOGY 
OPTOMETRY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NEW  ENGLAND  CONSERVATORY  OF  MUSIC 

290  HUNTINGTON  AVENUE 

BOSTON,    MA  02115- 

(617) 262-1120 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


13.1312  MUSIC  EDUCATION 

50.0902  MUSIC  HISTORY   &  APPRECIATION 

50.0903  MUSIC  PERFORMANCE 

50.0904  MUSIC  THEORY   &  COMPOSITION 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NEW  ENGLAND  SCHOOL  OF  LAW 

154   STUART  STREET 

BOSTON,   MA  02116- 

(617) 451-0010 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


22 . 0101 


LAW 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NORTHEASTERN  UNIVERSITY 
3  60  HUNTINGTON  AVENUE 
BOSTON,   MA  02115- 
(617) 437-2200 

Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


05.0201  AFRO-AMERICAN  STUDIES 

06.0101  BUSINESS  &  MANAGEMENT,  GEN 

06.0201  ACCOUNTING    (4-YR+  DEG  PROG) 

06.03  01  BANKING  AND  FINANCE 

06.0401  BUSINESS  ADMIN  &  MGMT,  GEN 

06.0402  CONTRACT  MANAGEMENT 
06.0601  HUMAN  RESOURCES  DEVELOPMENT 
06.0701  HOTEL/MOTEL  MANAGEMENT. 
06.07  05  TRANSPORTATION  MANAGEMENT. 
06.0901  INTERNATIONAL  BUSINESS  MGMT 
06.1101  LABOR/ INDUSTRIAL  RELATIONS 
06.12  01  MANAGEMENT  INFORMATION  SYSTEMS 
06.1401  MARKETING  MANAGEMENT 
06.1701  REAL  ESTATE. 

06.1801  SMALL  BUS  MGMT  &  OWNERSHIP 

06.2001  TRADE  AND  INDUSTRIAL  SUP  &  MGMT 

09.04  01  JOURNALISM 

09.9999  COMMUNICATIONS,  OTHER 

10.0199  COMMUNICATION  TECHNOLOGY,  OTH 

11.0101  COMPUTER  &  INFO  SCIENCES,  GEN 

11.0301  DATA  PROCESSING 

13.0101  EDUCATION,  GENERAL 

13.0301  CURRICULUM  &  INSTRUCTION 

13.0401  EDUCATION  ADMINISTRATION,  GEN 

13.04  02  ADMIN  OF  SPECIAL  EDUCATION 

13.0406  HIGHER  EDUCATION  ADMIN 

13.0603  EDUCATIONAL  STAT.    &  RESEARCH 

13.1005  ED  OF  EMOTIONALLY  HANDICAPD 

13.1012  SPEECH  CORRECTION 

13.1101  STUDENT  COUNSEL/ PERSONNEL  SVCS 

13.1202  ELEMENTARY  EDUCATION 

13.1204  PRE- ELEMENTARY  EDUCATION 

13.1305  ENGLISH  EDUCATION 

13.1306  FOREIGN  LANGUAGES  EDUCATION 

13.1307  HEALTH  EDUCATION 

13.1311  MATHEMATICS  EDUCATION 

13.1312  MUSIC  EDUCATION 

13.1314  PHYSICAL  EDUCATION 

13.1315  READING  EDUCATION 

13.1316  SCIENCE  EDUCATION 

13.1317  SOCIAL  SCIENCE  EDUCATION 
13.1401  TEACH  ENGL-SEC  LANG/FOREIGN  LANG 
13.9999  EDUCATION,  OTHER 

14.0101  ENGINEERING,  GENERAL 


14  . 

0701 

CHEMICAL  ENGINEERING 

14  . 

0801 

CIVIL  ENGINEERING 

14  . 

0901 

COMPUTER  ENGINEERING 

14  . 

1001 

ELEC/ ELECTRONIC/ COMMUNICA  ENG 

14  . 

1701 

INDUSTRIAL  ENGINEERING 

14. 

1901 

MECHANICAL  ENGINEERING 

15. 

0101 

ARCHITECTURAL  DESIGN/ CON  TECH 

15  . 

0201 

CIVIL  TECHNOLOGY 

15. 

0203 

SURVEYING  AND  MAPPING  TECH 

15. 

0299 

CIVIL  TECHNOLOGIES,  OTHER 

15. 

0301 

COMPUTER  TECHNOLOGY 

15. 

0302 

ELECTRICAL  TECHNOLOGY 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

15. 

0503 

ENERGY  CONSERVATION  &  USE  TECH 

15. 

0599 

ENVIRONMENTAL  CONTROL  TECH  OTH 

15. 

0603 

INDUSTRIAL  TECHNOLOGY 

15. 

0801 

AERONAUTICAL  TECHNOLOGY 

15. 

0805 

MECHANICAL  DESIGN  TECHNOLOGY 

16  . 

0101 

FOREIGN  LANG,   MULT  EMPHASIS 

17. 

0101 

DENTAL  ASSISTING 

17. 

0102 

DENTAL  HYGIENE 

17  . 

0201 

CARDIOVASCULAR  TECHNOLOGY 

17  . 

0209 

RADIOLOGIC    (MEDICAL)  TECHNOLOGY 

17. 

0309 

MEDICAL  LABORATORY  TECHNOLOGY 

17. 

0310 

MEDICAL  TECHNOLOGY 

17  . 

0503 

MEDICAL  ASSISTING 

17. 

0813 

PHYSICAL  THERAPY 

17. 

0816 

RECREATIONAL  THERAPY 

17  . 

0818 

RESPIRATORY  THERAPY 

18  . 

0103 

SPEECH  PATHOLOGY /AUDIOLOGY 

18  . 

0701 

HEALTH  CARE  ADMINISTRATION 

18  . 

0703 

MEDICAL  RECORDS  ADMINISTRATION 

18  . 

0799 

HEALTH  SERVICES  ADMIN.,  OTHER 

18  . 

0901 

MEDICAL  LABORATORY 

18  . 

1101 

NURSING,  GENERAL 

18  . 

1106 

PSYCHIATRIC/MENTAL  HEALTH 

18  . 

1199 

NURSING,  OTHER 

18  . 

1401 

PHARMACY 

18  . 

9999 

HEALTH  SCIENCES,  OTHER 

22  . 

0101 

LAW 

22  . 

0199 

LAW,  OTHER 

23  . 

0101 

ENGLI SH ,  GENERAL 

23  . 

0601 

LINGUISTICS 

23  . 

0801 

LITERATURE ,    ENGLI SH 

23  . 

1101 

TECHNICAL  &  BUSINESS  WRITING 

24  . 

0101 

LIBERAL/GENERAL  STUDIES 

26  . 

0101 

BIOLOGY,  GENERAL 

26  . 

0612 

TOXICOLOGY 

27  . 

0101 

MATHEMATICS,  GENERAL 

30 . 

0301 

ENGINEERING  &  OTH  DISCIPLINES 

30  . 

0401 

HUMANITIES  &  SOCIAL  SCIENCES 

30. 

0701 

WOMEN'S  STUDIES 

31. 

0301 

PARKS  &  RECREATION  MANAGEMENT 

38  . 

0101 

PHILOSOPHY 

40 . 

0501 

CHEMISTRY,  GENERAL 

40  . 

0601 

GEOLOGY 

40 . 

0801 

PHYSICS,  GENERAL 

41 . 

0301 

CHEMICAL  TECHNOLOGY 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

42  . 

1601 

SOCIAL  PSYCHOLOGY 

43  . 

0102 

CORRECTIONS 

43  . 

0103 

CRIMINAL  JUSTICE  ADMINISTRATION 

43  . 

0104 

CRIMINAL  JUSTICE  STUDIES 

43  . 

0106 

FORENSIC  STUDIES 

43  . 

0107 

LAW  ENFORCEMENT 

43  . 

0109 

SECURITY  SERVICES 

43  . 

0199 

CRIMINAL  JUSTICE,  OTHER 

44  . 

0401 

PUBLIC  ADMINISTRATION 

44  . 

0699 

PUBLIC  WORKS,  OTHER 

44. 

9999 

PUBLIC  AFFAIRS,  OTHER 

45. 

0201 

ANTHROPOLOGY 

45. 

0601 

ECONOMICS 

45. 

0801 

HISTORY 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

50. 

0501 

DRAMATIC  ARTS 

50. 

0701 

FINE  ARTS,  GENERAL 

50. 

0703 

ART  HISTORY  AND  APPRECIATION 

50. 

0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      SAINT  JOHN'S  SEMINARY 

127  LAKE  STREET 

BRIGHTON,   MA  02135- 

(617) 254-2610 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


24 . 0101 
39 . 0601 


LIBERAL/GENERAL  STUDIES 
THEOLOGICAL  STUDIES 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      SCHOOL  OF  THE  MUSEUM  OF  FINE  ARTS 

230  THE  FENWAY 

BOSTON,    MA  02115- 

(617) 267-1218 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


13.1302 
50. 0701 


ART  EDUCATION 
FINE  ARTS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name 


Type  School 


SIMMONS 

COLLEGE 

300  THE 

FENWAY 

BOSTON, 

MA  02115- 

(617) 738 

-2099 

FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code 

Program  Title 

06. 0101 

BUSINESS  &  MANAGEMENT,  GEN 

06. 0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06. 0301 

BANKING  AND  FINANCE 

06. 0401 

BUSINESS  ADMIN  &  MGMT,  GEN 

06. 0901 

INTERNATIONAL  BUSINESS  MGMT 

08. 0705 

RETAILING 

09. 0101 

COMMUNICATIONS,  GENERAL 

09. 0201 

ADVERTISING 

09. 0501 

PUBLIC  RELATIONS 

11.0101 

COMPUTER  &  INFO  SCIENCES,  GEN 

13.0101 

EDUCATION,  GENERAL 

13 . 1001 

SPECIAL  EDUCATION,  GENERAL 

13.1099 

SPECIAL  EDUCATION,  OTHER 

13 . 1202 

ELEMENTARY  EDUCATION 

13 . 1204 

PRE- ELEMENTARY  EDUCATION 

13.9999 

EDUCATION,  OTHER 

16. 0901 

FRENCH 

16. 0905 

SPANISH 

17.0813 

PHYSICAL  THERAPY 

18.1101 

NURSING,  GENERAL 

18.9999 

HEALTH  SCIENCES,  OTHER 

23.0101 

ENGLISH,  GENERAL 

25.0101 

LIBRARY  &  ARCHIVAL  SCIENCE, GEN 

26. 0101 

BIOLOGY,  GENERAL 

26. 0201 

BIOCHEMISTRY  &  BIOPHYSICS 

26. 0609 

NUTRITIONAL  SCIENCES 

27. 0101 

MATHEMATICS,  GENERAL 

30. 0401 

HUMANITIES  &  SOCIAL  SCIENCES 

30. 0701 

WOMEN'S  STUDIES 

30. 9999 

MULTI/INTERDISCIPL. STUDIES, OTH 

38. 0101 

PHILOSOPHY 

40. 0501 

CHEMISTRY,  GENERAL 

40. 0801 

PHYSICS,  GENERAL 

42.0101 

PSYCHOLOGY,  GENERAL 

44 . 0701 

SOCIAL  WORK,  GENERAL 

45.0601 

ECONOMICS 

45. 0801 

HISTORY 

45. 0901 

INTERNATIONAL  RELATIONS 

45. 1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 1101 

SOCIOLOGY 

48 . 0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

50. 0701 

FINE  ARTS,  GENERAL 

50. 0704 

ARTS  MANAGEMENT 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      SUFFOLK  UNIVERSITY 

8  ASHBURTON  PLACE 

BOSTON,   MA  02114- 

(617) 573-8000 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


06.0201  ACCOUNTING    (4-YR+  DEG  PROG) 

06.03  01  BANKING  AND  FINANCE 
06.0401  BUSINESS  ADMIN  &  MGMT ,  GEN 

06.1201  MANAGEMENT  INFORMATION  SYSTEMS 
06.1499  MARKETING  MGMT  &  RESEARCH ,  OTH 
09.0101  COMMUNICATIONS,  GENERAL 
09.0401  JOURNALISM 

11.04  01  INFORMATION  SCIENCES  &  SYSTEMS 
13.0401  EDUCATION  ADMINISTRATION,  GEN 

13.1202  ELEMENTARY  EDUCATION 
13.13  03  BUSINESS  EDUCATION 

15.9999  ENGINEERING  &  ENG-REL  TECH  OTH 

16.0901  FRENCH 

17.0310  MEDICAL  TECHNOLOGY 

22.0101  LAW 

23.0101  ENGLISH,  GENERAL 

24.0102  GENERAL  STUDIES 
26.0101  BIOLOGY,  GENERAL 
27.0101  MATHEMATICS,  GENERAL 
38.0101  PHILOSOPHY 

4  0.0501  CHEMISTRY,  GENERAL 

4  2.0101  PSYCHOLOGY,  GENERAL 

44.0401  PUBLIC  ADMINISTRATION 

45.0601  ECONOMICS 

45.0801  HISTORY 

45.1001  POLITICAL  SCIENCE  &  GOVERNMENT 

45.1101  SOCIOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     THE  GORDON  INSTITUTE 
9  AUDUBON  ROAD 
WAKEFIELD,   MA  01880- 
(617) 246-4750 

Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


14 . 9999 


ENGINEERING,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      UNIVERSITY  OF  MASS.   AT  BOSTON 

HARBOR  CAMPUS 

BOSTON,    MA  02125- 

(617) 287-6100 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

03  . 

0101 

RENEWABLE  NATURAL  RESOURCES , GEN 

05 . 

0102 

AMERICAN  STUDIES 

06  . 

0101 

BUSINESS   &  MANAGEMENT,  GEN 

06  . 

02  01 

ACCOUNTING    (4-YR+  DEG  PROG) 

06 . 

0301 

BANKING  AND  FINANCE 

06 . 

04  01 

BUSINESS  ADMIN  &  MGMT,  GEN 

06 . 

1101 

LABOR/ INDUSTRIAL  RELATIONS 

06 . 

1201 

MANAGEMENT  INFORMATION  SYSTEMS 

06 . 

1302 

OPERATIONS  RESEARCH 

06 . 

1399 

Xf  >  ITU         Til  g  T~< \T  m       A  f>  T  T^\T  /"^  "A            ^"\mT  T  T"^T"i 

MANAGEMENT  SCIENCE,  OTHER 

06 . 

1401 

MARKETING  MANAGEMENT 

06 . 

1601 

PERSONNEL  MANAGEMENT 

11  . 

0101 

COMPUTER  &   INFO  SCIENCES,  GEN 

13  . 

0101 

PrvTTr»H  fTl  T  A  VT           A  A  XT  AT"}  >  T 

EDUCATION,  GENERAL 

13  . 

0201 

n  tt  TVT/^TT  Tl  T     /      T"i  A  A  A  AT  TT  fTrTTT^JVT  pn 

BILINGUAL/ CROSSCULTURAL  ED 

13  . 

0401 

EDUCATION  ADMINISTRATION,  GEN 

13  . 

0501 

A  f*n  T  T  a  *  m  T  A  XT  H  T       X  M  "A  t*\  T  n 

EDUCATIONAL  MEDIA 

13  . 

0801 

SCHOOL  PSYCHOLOGY 

13  . 

1001 

SPECIAL  EDUCATION,  GENERAL 

13  . 

1101 

A  fTlTTTM^lTfn       ^ATTiT  A  AT     /  A,  T^T~4  A  AM\T  T7  T         ATT  A 

STUDENT  COUNSEL/ PERSONNEL  SVCS 

13  . 

1202 

T"»T  T^tf  n\Tm  "X  T">  T  F       T^T*\T  T  A  >  mT  AIT 

ELEMENTARY  EDUCATION 

13  . 

1204 

"A       T^T"  Ttf  T^lTfTl  T4  T^ \T        I  »  1  \TTA  >  fTl  T"  Alt 

PRE -ELEMENTARY  EDUCATION 

13  . 

1314 

TSTTTr        T*  O  »  T         T1TNTTA  *  m  T  A\T 

PHY.  -CAL  EDUCATION 

13  . 

1401 

m       ■»    ,     -  »       fn\TA  T         A       /™i       T    H  XT  A    /        A-T"*  T"<  T  A  XT       T    H  XT  A 

TEAci  ENGL-SEC  LANG/ FOREIGN  LANG 

14  . 

1201 

ENGINEERING  PHYSICS 

16 . 

0101 

T^/\TN  T"^  T       XT       ▼    »  %T  A            \|T  TT  TT\       1  »  fc#T^T  T  Ti  A  T  A 

FOREIGN  LANG,   MULT  EMPHASIS 

16 . 

0402 

V*k  T  T  A  A  TT  %  XT 

RUSSIAN 

16 . 

0501 

GERMAN 

16 . 

0901 

FRENCH 

16. 

0902 

ITALIAN 

16. 

0903 

LATIN 

16. 

0905 

SPANISH 

17. 

0310 

MEDICAL  TECHNOLOGY 

18. 

1101 

NURSING,  GENERAL 

22. 

0199 

LAW,  OTHER 

23. 

0101 

ENGLISH,  GENERAL 

23. 

0201 

CLASSICS 

23. 

0501 

CREATIVE  WRITING 

23. 

1101 

TECHNICAL  &  BUSINESS  WRITING 

26. 

0101 

BIOLOGY,  GENERAL 

26. 

0499 

CELL  &  MOLECULAR  BIOLOGY,  OTH 

27. 

0301 

APPLIED  MATHEMATICS 

27. 

0401 

PURE  MATHEMATICS 

30. 

0401 

HUMANITIES  &  SOCIAL  SCIENCES 

30. 

0701 

WOMEN'S  STUDIES 

30. 

9999 

MULTI/INTERDISCIPL. STUDIES, OTH 

38. 

0101 

PHILOSOPHY 

40. 

0501 

CHEMISTRY,  GENERAL 

40. 

0703 

EARTH  SCIENCE 

40. 

0801 

PHYSICS,  GENERAL 

40. 

0899 

PHYSICS,  OTHER 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

43  . 

0104 

CRIMINAL  JUSTICE  STUDIES 

44  . 

0101 

PUBLIC  AFFAIRS,  GENERAL 

44  . 

0201 

COMMUNITY  SERVICES 

44  . 

0401 

PUBLIC  ADMINISTRATION 

44  . 

0701 

SOCIAL  WORK,  GENERAL 

44  . 

0799 

SOCIAL  WORK,  OTHER 

44  . 

9999 

PUBLIC  AFFAIRS,  OTHER 

45. 

0101 

SOCIAL  SCIENCES,  GENERAL 

45. 

0201 

ANTHROPOLOGY 

45. 

0601 

ECONOMICS 

45. 

0701 

GEOGRAPHY 

45. 

0801 

HISTORY 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45  . 

1101 

SOCIOLOGY 

45. 

9999 

SOCIAL  SCIENCES,  OTHER 

50. 

0501 

DRAMATIC  ARTS 

50. 

0701 

FINE  ARTS,  GENERAL 

50. 

0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      WENTWORTH  INST.   OF  TECHNOLOGY 
550  HUNTINGTON  AVENUE 
BOSTON,    MA  02115- 
(617) 442-9010 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


04.0201  ARCHITECTURE 

04.0501  INTERIOR  DESIGN. 

06.2001  TRADE  AND  INDUSTRIAL  SUP  &  MGMT 

06.9999  BUSINESS  &  MANAGEMENT,  OTHER 

11.0101  COMPUTER  &  INFO  SCIENCES,  GEN 

11.03  01  DATA  PROCESSING 

14.0801  CIVIL  ENGINEERING 

14.1001  ELEC / ELECTRONI C / COMMUNI CA  ENG 

14.1901  MECHANICAL  ENGINEERING 

15.0101  ARCHITECTURAL  DESIGN/CON  TECH 

15.0199  ARCHITECTURAL  TECH. ,  OTH 

15.0201  CIVIL  TECHNOLOGY 

15.0202  DRAFTING  AND  DESIGN  TECHNOLOGY 

15.0301  COMPUTER  TECHNOLOGY 

15.0302  ELECTRICAL  TECHNOLOGY 
15.03  03  ELECTRONIC  TECHNOLOGY 
15.0603  INDUSTRIAL  TECHNOLOGY 
15.0610  WELDING  TECHNOLOGY 
15.0801  AERONAUTICAL  TECHNOLOGY 
15.0805  MECHANICAL  DESIGN  TECHNOLOGY 
15.0899  MECHANICAL  &  REL  TECH,  OTH 
15.1001  CONSTRUCTION  TECHNOLOGY 
17.0103  DENTAL  LABORATORY  TECHNOLOGY 
4  0.0101  PHYSICAL  SCIENCES,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     WHEELOCK  COLLEGE 

2  00  THE  RIVERWAY 

BOSTON,   MA  02115- 

(617) 734-5200 
Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


13.0401  EDUCATION  ADMINISTRATION,  GEN 

13.1001  SPECIAL  EDUCATION,  GENERAL 

13.1299  TEACHER  ED,    GEN  PROG,  OTH 

13.1315  READING  EDUCATION 

44.0701  SOCIAL  WORK,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     ACTORS  WORKSHOP 

40  BOYLSTON  ST 

BOSTON,   MA  02116- 

(617) 423-7313 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


50. 0501 


DRAMATIC  ARTS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 


School  Name:     ASSOCIATED  TECHNICAL  INSTITUTE 

8  0  BOYLSTON  STREET 

BOSTON,    MA  02116- 

(617) 357-8060 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


11.02  01  COMPUTER  PROGRAMMING 

15.03  03  ELECTRONIC  TECHNOLOGY 
15.0501  A/C,   HEAT,    &  REFRIG  TECHN 
47.0102  BUSINESS  MACHINE  REPAIR 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BARBIZON  SCHOOL  OF  MODELING 

222  NEWBURY  STREET 

BOSTON,    MA  02116- 

(617) 266-6980 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08 . 0103 


FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BAY  STATE  SCHOOL  OF  APPLIANCES 

15  EVERETT  STREET 

BOSTON,   MA  02136- 

(617) 364-3434 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


15. 0501 
47 . 0106 
47 . 0108 


A/C,   HEAT,    &  REFRIG  TECHN 
MAJOR  APPLIANCE  REPAIR 
SMALL  APPLIANCE  REPAIR 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BLAINE  HAIR  SCHOOL  -  BOSTON 

53  0  COMMONWEALTH  AVE 

BOSTON,    MA  02215- 

(617) 266-7678 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12 . 0403 


COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BOSTON  BARTENDERS  SCHOOL,  INC 

719  BOYLSTON  STREET 

BOSTON,    MA  02116- 

(617) 536-7272 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12 . 0202 


BARTENDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BOSTON  FIREARMS  TRAINING  ACADEMY 

14  8  3   DORCHESTER  AVENUE 

DORCHESTER,   MA  02122- 

(617) 438-8846 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


43 . 0109 


SECURITY  SERVICES 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      BOSTON  TECHNICAL  CENTER 

2  2   DRYDOCK  AVENUE 

BOSTON,    MA  02210- 

(617) 482-9273 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP 

Code 

Program  Title 

07  . 

0605 

MEDICAL  SECRETARIAL 

07  . 

0606 

SECRETARIAL 

07  . 

0702 

CLERK-TYPIST 

07. 

0801 

WORD  PROCESSING 

15. 

0610 

WELDING  TECHNOLOGY 

46. 

0499 

MISC  CONSTRUCTION  TRADES,  OTH 

47. 

0102 

BUSINESS  MACHINE  REPAIR 

47. 

0103 

COMMUNICATION  ELECTRONICS 

48. 

0208 

PRINTING  PRESS  OPERATIONS 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 

0508 

WELDING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BURDETT  SCHOOL 

74  5   BOYLSTON  STREET 

BOSTON,    MA  02116- 

(617) 859-1900 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07.0102  ACCOUNTING  AND  COMPUTING 

07.0401  OFFICE  SUPERVISICtt"  AND  MANAGEMENT 

07.0601  SECRETARIAL  &  REL  PROGS,  GEN 

07.0801  WORD  PROCESSING 

08.0705  RETAILING 

17.0505  MEDICAL  OFFICE  MANAGEMENT 

19.0902  FASHION  DESIGN 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BUTERA  SCHOOL  OF  ART 

111  BEACON  STREET 

BOSTON,    MA  02116- 

(617) 536-4623 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


46. 0408 
48.0203 
50.0701 


PAINTING  AND  DECORATING 
COMMERCIAL  ART 
FINE  ARTS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      ELIZABETH  GRADY  SCHOOL  OF  ETHETICS 

2  0  NEWBURY  STREET 

BOSTON,    MA  02116- 

(617) 262-0181 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0406  MAKE-UP  ARTISTRY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     HICKOX  SECRETARIAL  SCHOOL 

2  00  TREMONT  STREET 

BOSTON,    MA  02116- 

(617) 482-7655 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07 . 0601 
07 . 0801 


SECRETARIAL  &  REL  PROGS,  GEN 
WORD  PROCESSING 


State  Training 
(Version  1992;  Run 


Inventory 
on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      IMAGE  RESOURCE  LTD'S  MODELING  WKSHP 

2  97  NEWBURY  STREET 

BOSTON,   MA  02116- 

(617) 262-4581 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08. 0103 


FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      JEANNIE  LINDHEIM'S  THEATER  WORKSHOP 
110   FRANCIS  STREET, STE7A 
BOSTON,    MA  02215- 
(617) 277-2488 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


50. 0501 


DRAMATIC  ARTS 


State  Training 
(Version  1992;  Run 


Inventory 
on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      JOHN  ROBERT  POWERS  CAREER  SCHOOL 

9  NEWBURY  STREET 

BOSTON,    MA  02116- 

(617) 267-8787 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


04.0501  INTERIOR  DESIGN. 

08.0103  FASHION  MODELING 

12.0406  MAKE-UP  ARTISTRY 
23 . 1001 

50.0501  DRAMATIC  ARTS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     N  E  SCHOOL  OF  ART  &  DESIGN 

2  8  NEWBURY  STREET 

BOSTON,   MA  02116- 

(617) 536-0383 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP  Code 

Program  Title 

04 . 0501 

INTERIOR  DESIGN. 

48 . 0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48. 0203 

COMMERCIAL  ART 

48. 0207 

PHOTOGRAPHIC  LAB  AND  DARKROOM 

50. 0402 

GRAPHIC  DESIGN 

50. 0605 

PHOTOGRAPHY 

50. 0701 

FINE  ARTS,  GENERAL 

50. 0705 

DRAWING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     N  E  SCHOOL  OF  ART  &  DESIGN 

28   NEWBURY  STREET 

BOSTON,    MA  02116- 

(617) 536-0383 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP  Code 

P:  ^gram  Title 

04.0501 

INTERIOR  DESIGN. 

48. 0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48.0203 

COMMERCIAL  ART 

48.0207 

PHOTOGRAPHIC  LAB  AND  DARKROOM 

50. 0402 

GRAPHIC  DESIGN 

50. 0605 

PHOTOGRAPHY 

50. 0701 

FINE  ARTS,  GENERAL 

50. 0705 

DRAWING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     N  E  SCHOOL  OF  NATURAL  HEALTH  CARE 
471   COMMONWEALTH  AVENUE 
BOSTON,    MA  02215- 
(617) 247-0896 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


26 . 0609 


NUTRITIONAL  SCIENCES 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     N  E  SCHOOL  OF  PHOTOGRAPHY 
53  7   COMMONWEALTH  AVENUE 
BOSTON,    MA  02115- 
(617) 437-1868 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


48.0207  PHOTOGRAPHIC  LAB  AND  DARKROOM 

50.0605  PHOTOGRAPHY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NEW  ENGLAND  BARTENDERS  SCHOOL 

811  BOYLESTON  ST 

BOSTON,   MA  02116- 

(617) 247-1600 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12  .  0202 


BARTENDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NEW  ENGLAND  TRAVEL  ACADEMY 

150  STATE  STREET 

BOSTON,   MA  02109- 

(617) 742-8356 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.1104 
08. 1105 


TOURISM 

TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NORTH  BENNET  STREET  SCHOOL 

3  9  NORTH  BENNET  STREET 

BOSTON,   MA  02113- 

(617) 227-0155 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


4  6.02  01  CARPENTRY 

47.0403  LOCKSMITHING  AND  SAFE  REPAIR 

47.0404  MUSICAL  INSTRUMENT  REPAIR. 
48.0202  BOOKBINDING 

48.0602  JEWELRY  DESIGN , FABRICATION  &  REPAIR 

48.0702  FURNITURE  MAKING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NORTHEAST  BROADCASTING  SCHOOL 

14  2   BERKELEY  STREET 

BOSTON,    MA  02115- 

(617) 267-7910 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


09.0601  RADIO/TELEVISION  NEWS  BROADCAST 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NORTHEAST  INSTIT  OF  IND  TECHNOLOGY 

41  PHILLIPS  STREET 

BOSTON,   MA  02114- 

(617) 523-2813 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


15.02  02  DRAFTING  AND  DESIGN  TECHNOLOGY 

15.03  02  ELECTRICAL  TECHNOLOGY 
15.03  03  ELECTRONIC  TECHNOLOGY 
15.0501  A/C,    HEAT,    &  REFRIG  TECHN 
47.0203  HEATING  AND  AIR  CONDITIONING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     RADIO  ELECTRONIC  TELEVISION  SCHOOL 
9  65   COMMONWEALTH  AVENUE 
BOSTON,    MA  02215- 
(617) 783-1197 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP 

Code 

Program  Title 

10. 

0104 

RADIO/TV  PROD  &  BROADCAST  TECH 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

15. 

0402 

COMPUTER  SERVICING  TECHNOLOGY 

15. 

0405 

ROBOTICS  TECHNOLOGY 

47. 

0101 

ELEC/ ELECTRONICS  EQMT  RPR,  GEN 

47. 

0103 

COMMUNICATION  ELECTRONICS 

47. 

0104 

COMPUTER  ELECTRONICS 

47. 

0108 

SMALL  APPLIANCE  REPAIR 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      RITTNER'S  SCHOOL  OF  FLORAL  DESIGN 

34  5  MARLBOROUGH  STREET 

BOSTON,    MA  02115- 

(617) 267-3824 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08 . 0503 


FLORISTRY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     THE  SCHOOL  OF  FASHION  DESIGN 

13  6  NEWBURY  STREET 

BOSTON,   MA  02116- 

(617) 536-9343 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


19. 0902 


FASHION  DESIGN 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:     TRAVEL  SCHOOL  OF  AMERICA 
1047  COMMONWEALTH  AVENUE 
BOSTON,   MA  02215- 
(617) 787-1214 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


06. 0701 
08 . 1104 
08 . 1105 


HOTEL/MOTEL  MANAGEMENT. 
TOURISM 

TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      WOMEN'S  TECHNICAL  INSTITUTE 

1255   BOYLSTON  STREET 

BOSTON,   MA  02215- 

(617) 266-2243 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07.0801  WORD  PROCESSING 

15.02  03  SURVEYING  AND  MAPPING  TECH 

15.0301  COMPUTER  TECHNOLOGY 

15.04  02  COMPUTER  SERVICING  TECHNOLOGY 

23.1101  TECHNICAL  &  BUSINESS  WRITING 

47.0102  BUSINESS  MACHINE  REPAIR 

4  8.0101  DRAFTING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     WORKSHOP  FOR  TELEVISION  &  MODELING 

43  7  BOYLSTON  STREET 

BOSTON,    MA  02116- 

(617) 262-1452 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08 . 0103 
09 . 0601 
50. 0501 


FASHION  MODELING 

RADIO/TELEVISION  NEWS  BROADCAST 
DRAMATIC  ARTS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      ACTION  FOR  BOSTON  COMMUNITY  DEVELOP 

100  SHAWMUT  AVENUE 

BOSTON,    MA  02118- 

(617) 451-1222 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07. 0605 
07 . 0705 


MEDICAL  SECRETARIAL 
GENERAL  OFFICE  CLERK 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     CHINESES  AMERICAN  CIVIC  ASSOCIATION 

9  0  TYLER  STREET 

BOSTON,   MA  02111- 

(617) 426-9492 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07 . 0705 


GENERAL  OFFICE  CLERK 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      DIMOCK  COMMUNITY  HEALTH  CENTER 

55  DIMOCK  STREET 

ROXBURY,   MA  02119- 

(617) 442-9663 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


17.0211  SURGICAL  TECHNOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      ECONOMIC  DEVELOP  &  INDUSTRIAL  COMM 
3  8   CHAUNCY  ST.,    9TH  FLR 
BOSTON,   MA  02111- 
(617) 725-3342 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32 . 0107 


CAREER  EXPLORATION 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:     HOME  BUILDERS  INSTITUTE,  INC. 
31  NORFOLK  STREET 
DORCHESTER,   MA  02125- 
(617) 265-9625 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


46. 0201 


CARPENTRY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      INTERNATIONAL  INSTITUTE,  INC 
2  87   COMMONWEALTH  AVENUE 
BOSTON,   MA  02115- 
(617) 536-1081 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


23.1201  ENGLISH  AS  A  SECOND  LANGUAGE 


State  Training 
(Version  1992;  Run 


Inventory 
on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     JEWISH  VOCATIONAL  SERVICES 
105   CHAUNCEY  ST,    3RD  FLR 
BOSTON,    MA  02111- 
(617) 426-6990 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07.0102 
17.0505 


ACCOUNTING  AND  COMPUTING 
MEDICAL  OFFICE  MANAGEMENT 


State  Training  Inventory 
(Version  19S2;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     JOBS  FOR  YOUTH  ACADEMY 

312   STUART  STREET 

BOSTON,   MA  02116- 

(617) 336-0816 
Type  School:     JTPA  PROGRAMS 


CIP  Code 


rain  Title 


17 . 0305 
41. 0199 


CLINICAL  LABORATORY  ASSISTING 
BIOLOGICAL  TECHNOLOGIES,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      OFICINA  HISPANA  DE  LA  COMMUNIDAD 
12  5  AMORY  ST,    BUILDING  A 
ROXBURY,   MA  02119- 
(617) 522-8222 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07 . 0705 


GENERAL  OFFICE  CLERK 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     TRAINING,  INC. 

294  WASHINGTON  STREET 

BOSTON,   MA  02109- 

(617) 542-1800 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07 . 0801 


WORD  PROCESSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS   OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      DIVISION  OF  APPRENTICE  TRAINING 
100  CAMBRIDGE  ST.  RM1102 
BOSTON,    MA  02202- 
(617) 727-3486 

Type  School:     APPRENTICESHIP  PROGRAMS 

CIP  Code  Program  Title 


01.0605  LANDSCAPING 

07.0302  BUS  COMPUTER  &  CONSOLE  OPER 
09.0801  TELECOMMUNICATIONS 

15.0303  ELECTRONIC  TECHNOLOGY 
15.0403  ELECTROMECHANICAL  TECHNOLOGY 
15.0506  WATER  AND  WASTEWATER  TECHNOLOGY 

15.0602  FOOD  PROCESSING  TECHNOLOGY 
17.0103  DENTAL  LABORATORY  TECHNOLOGY 
17.0701  OPHTHALMIC  DISPENSING 
20.0403  CHEF/COOK 

41.0204  RADIOLOGIC   (PHYSICAL)  TECH 

43.0107  LAW  ENFORCEMENT 
43.0203  FIREFIGHTING 

4  6.0101  BRICK/ STONEMASONRY  &  TILE  SET, GEN 

4  6.0102  BRICK,   BLOCK,   AND  STONEMASONRY 

46.0103  TILE  SETTING 

46.0201  CARPENTRY 

4  6.03  02  ELECTRICIAN 

4  6.03  03  LINEWORKER 

4  6.04  01  BUILDING  AND  PROPERTY  MAINTENANCE 

4  6.04  02  CONCRETE  PLACING  AND  FINISHING 

4  6.04  05  FLOOR  COVERING  INSTALLATION 

46.0406  GLAZING 

4  6.04  07  INSULATION  INSTALLATION 

46.04  08  PAINTING  AND  DECORATING 

4  6.04  09  PLASTERING 

46.0410  ROOFING 

46.0501  PLUMBING,   PIPE/STEAMFITTING ,  GEN 

4  6.0502  PIPEFITTING  AND  STEAMFITTING 

4  6.0503  PLUMBING 

47.0101  ELEC/ ELECTRONICS  EQMT  RPR,  GEN 

47.0102  BUSINESS  MACHINE  REPAIR 

47.0103  COMMUNICATION  ELECTRONICS 

47.0108  SMALL  APPLIANCE  REPAIR 

47.0202  COOLING  AND  REFRIGERATION 

47.0203  HEATING  AND  AIR  CONDITIONING 
47.0303  INDUST  MACHINERY  MAINT  &  REPAIR 

47.0403  LOCKSMITHING  AND  SAFE  REPAIR 

47.0404  MUSICAL  INSTRUMENT  REPAIR. 
47.0504  PUMPING  PLANTS 

47.0603  AUTOMOTIVE  BODY  REPAIR 

47.0604  AUTOMOTIVE  MECHANICS 

47.0605  DIESEL  ENGINE  MECHANICS 

47.0606  SMALL  ENGINE  REPAIR 


48  . 

0102 

ARCHITECTURAL  DRAFTING 

48  . 

0103 

CIVIL /STRUCTURAL  DRAFTING 

48 

H  O  • 

O  J.  O  H 

FLFCTRTCAL / ELFCTRONTCS  DRAFTING 

XJXJlJ  Vm>  X  Xv X  VxVU  /  XJXJXj\—  X                X  vJ      UlVrVr  1  lliu 

4  R 

HO* 

0105 

O  X  O  *J 

MFCHANTCAL  DRAFTING 

4  8 

HO* 

02  02 

O  X.  w  x. 

ROOKRTNDTNG 

48 

02  03 

O  •>  O  —J 

COMMFRCTAL  ART 

4  8 

H  O  • 

02  05 

COMPOSITION /MAKF-UP /TYPFSFTTTNO 

"wUl  ix  W  hJ>  X  X  X  wll  /  i  lxi-1  \  X_t      O  X   1   1  li  LuLi  1  lliw 

48 

HO* 

02  06 

U  i.  U  U 

T.TTHOGPPHY  /PHOTOGPPHY  /  PT.ATFMKNO 

4  R 

HO* 

02  07 

\J  t*  \J  i 

PHOTOGRAPHIC   T.AR    AND  DARKROOM 

4  R 

HO* 

02  OR 

\J  C.  \J  <D 

PRTNTTNO   PRFSS  OPFRATTONS 

x  J\ X 1 1  1  Hi  w     x  in. x_t  kj>  ij>           LAn  x.  luiiu 

4  8 

HO* 

02  99 

O  X.  J?  -7 

GRAPHIC   &   PRINTING   COMMS  OTH 

OIVflTlllv*      U      i  ivlli  1  lliu      v<Ullllu  ,  will 

4  8  . 

03  01 

LFATHFRMAKING /UPHOLSTFRTNG  GFN 

XJ  1  iXa  X  1 1  X-*X\X  XiiX  \  X  11  w  /   Ox  llvUJ  X  L)I\X  H  w  j  w  J  1  "i 

4  8 

03  03 

TTPHOLSTFRTNG 

UxIiUL  J  X  Ulxxliw 

4  8 

04  02 

w  *-l  \J  X. 

MFATCIITTTNG 

i lxxn XwwX  ii.nu 

4  8  . 

0501 

PRECISION  METAL  WORK  GFNFRAL 

48 

HO* 

0502 

\J  *J  \J  *L 

FOUNDRY  WORK 

4  8 

HO* 

0503 

MACHTNF  TOOT,  OP  /MACHTNF  SHOP 

i in v— i i x i i  xj    x  w w xj    \j c  i  iinvoiixiiij    Jii^  r 

4  8 

0504 

w  -J  w  H 

MFTAT,  FARRTCATTON 

11UX/1XJ      X  AU  £\.  X  w  r\  X  X  vll 

4  8 

0505 

MFTAT,  PATTFRNMAKING 

i  ixj  x  nL    x  ii  x  x  xjxmi  i  iru\  inu 

4  8 

HO* 

0506 

U  J  U  u 

orixjui  xijji^ij 

4  8 

HO* 

0507 

TOOT,  AND   DTF  MAKING 

i  vvvu    *vii lj    u  x  x_.  iiruxinvj 

4  8 

HO* 

050R 

w  «J  O  O 

WFT.DTNG 

4  8 

0602 

W  O  O  X* 

JFWFLRY   DFSTGN   FARRTCATTON    &  RFPATR 

U  XJ  "  XarfXXXX  X       XV  X-j  i— i  X  wll  ^  X  AJJivl  wii  X  X  vi'        Ut       I\  X_i  i   n  X  1  v 

48 

HO* 

0604 

\J  O  O  H 

PTASTTCS 

X   iiTlJ  X  X  w  >. > 

48 

HO* 

07  01 

O  /  O  X 

WOODWORKING  GFNFRAL 

Mvvl/n  v/l\I\  X 11  w  ^       w  XJ11  xXx\XVXj 

48 

HO* 

0702 

V  /  O  A 

FTTRNTTURF  MAKING 

X   \J  IM1  X  X  w  XxXJ     1  X*VX\  X  11  w 

48 

HO* 

07  03 

O  r  O  J 

MTTI.WORK   AND   CARTNFT  MAKING 

111  liXin  UXM\     CUi  IV      WIS  X  1™  XJ  X      1 1AI\  X  11  w 

48 

HO* 

0799 

WOODWORKING  OTHFR 

49 

H  7  • 

0202 

w  X.  VJ  x. 

CONSTRUCTION   FOUTPMFNT  OPFRATTON 

w  vli  w  X  X\  O  W  X  X  w  H      XJ ^  w  X  XT  1  iXJll  X      w  X   XJXV/A  X  X  Wll 

49 

H  ^  • 

03  06 

w  «J  O  O 

MAPTNF  MATMTFNANCF 
xixvrvx  1 1  xj    i  Lt\  in  i  xjii  /vii  w  xj 

50 

V  x.  O  X 

vI\AI  X  0  ■      OxJil  xJx\XVXj 

50 . 

0202 

CERAMICS 

50 

02  04 

\J      \J  t 

FTRFR  /TFXTTT,F  /WFAVTNG 

o 

50. 

0710 

PRINTMAKING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     BOSTON  CITY  HOSPITAL 

818  HARRISON  AVENUE 

BOSTON,    MA  02118- 

(617) 424-5426 
Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17. 0205 
17.0605 


EMERGENCY  MED  TECH  -  AMBULANCE 
PRACTICAL  NURSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NE  BAPTIST  HOSPITAL  SCHOOL  NURSING 

22  0   FISHER  AVENUE 

BOSTON,   MA  02120- 

(617) 739-5268 
Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


18.1101  NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      NEW  ENGLAND  DEACONESS  HOSPITAL 

185  PILGRAM  ROAD 

BOSTON,    MA  02215- 

(617) 732-8001 
Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17.0301  BLOOD  BANK  TECHNOLOGY 

17.0310  MEDICAL  TECHNOLOGY 

17.0606  HEALTH  UNIT  MANAGEMENT 

18.1101  NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:     NEW  ENGLAND  MEDICAL  CENTER 

750  WASHINGTON  STREET 

BOSTON,   MA  02111- 

(617) 956-7655 
Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17.0210  RESPIRATORY  THERAPY  TECHNOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BOSTON  CITY 

School  Name:      SHATTUCK  HOSP  SCH  OF  PRACT  NURSING 
180  MORTON  STREET 
JAMAICA  PLAIN,   MA  02130- 
(617) 522-8110 

Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17 . 0605 


PRACTICAL  NURSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      ST  ELIZABETH'S  HOSP  SCH  OF  NURSING 

159  WASHINGTON  STREET 

BOSTON,   MA  02135- 

(617) 789-2364 
Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


18.1101  NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BOSTON  CITY 

School  Name:      VETERANS  ADMIN  MEDICAL  CENTER 
150  S  HUNTINGTON  AVENUE 
BOSTON,    MA  02130- 
(617) 232-9500 

Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17 . 0309 
17 . 0310 
17.0507 


MEDICAL  LABORATORY  TECHNOLOGY 
MEDICAL  TECHNOLOGY 
PHARMACY  ASSISTING 


/ 


E 


I  Department  of 
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STATE  TRAINING  INVENTORY 

STI 


LIST  OF  TRAINING  INSTITUTIONS 


TRAINING  PROGRAMS  BY  INSTITUTION 


BRISTOL  CONSORTIUM 

Service  Delivery  Area 

MASSACHUSETTS 


1992 

1991  SCHOOL  YEAR 


AND 


MOIO 


Massachusetts  Occupational 
information  CoorOinanno  Commute* 


MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-year  college 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  SCHOOLS  IN  ACTIVE  GEOGRAPHIC 
Active  Region:   BRISTOL  CONSORTIUM 

Type  of  schools:  ALL  TYPES 

Name  of  the  School 


ATTLEBORO  VOCATIONAL  TECHNICAL 
BRISTOL  COUNTY  AGR 

BRISTOL-PLYMOUTH  REG  VOC  TECH  SCHOO 

DIGHTON-REHOBOTH  REGIONAL  SCHOOL 

FALL  RIVER  PUBLIC  SCHOOLS 

GREATER  FALL  RIVER  REG  VOC  TECH 

BRISTOL  COMMUNITY  COLLEGE 

DIMAN  REGIONAL  TECHNICAL  INSTITUTE 

WHEATON  COLLEGE 

FALL  RIVER  ACAD  OF  BEAUTY  CULTURE 
LAFEMINNA  SCHOOL  OF  MODELING-ATTLEB 
MANSFIELD  BEAUTY  ACADEMY-LYNN 
N  E  SCHOOL  OF  FLORAL  DESIGN 
NATIONAL  TECHNICAL  SCHOOL 
TAUNTON  BEAUTY  ACADEMY 
TRAVEL  EDUCATION  CENTER-TAUNTON 
BICO  COLLABORATIVE 

BRISTOL  COUNTY  TRAINING  CONSORTIUM 
NORTHWAY  TRAINING  CONSORTIUM 


REGION 


State/ City 

Type 

School 

Telephone 

TUT7V  /  A  TTT  T?T>r\T5 1~\ 

MA  /All  LldUKU 

H. 

S. 

VOC 

(508] 

222- 

U  U  1  z. 

MA/ SEGREGANS 

H. 

S. 

VOC 

(508] 

669- 

C  *7  A  A 

6744 

MA  /TJTTKT'PnXT 

MA/  lAUJMlUiN 

H. 

S. 

VOC 

(508] 

823- 

MA/NORin  DIG 

H. 

S. 

VOC 

(508] 

252- 

4DUU 

TUT  A   /  T7  7\  T  T  nTTTt1 

MA/ FALL  RIVE 

H. 

S. 

VOC 

(508] 

678- 

4  D  1 1 

TUTA    /TAT  T  "DTT7T? 

MA /  r  A1j Li  KlVh 

H. 

S. 

VOC 

(508] 

678- 

1  O  Q  1 

TUT  A   /  TI1  7\  T  T      "D  TT7T? 

MA/rAJ-iLi  K1VL 

2- 

YEAR  COL 

(508] 

678- 

z  o  1 1 

MA/ FALL  RIVE 

2- 

YEAR  COL 

(508] 

678- 

i  o  n  1 

■Txri  /  IN  UK  1  WIN 

4- 

YEAR  COL 

(800] 

541- 

JUJ" 

MA/ FALL  RIVE 

PROPRIETRY 

(508] 

672- 

4751 

MA/ATTLEBORO 

PROPRIETRY 

(617] 

226- 

1500 

MA/ LYNN 

PROPRIETRY 

(617] 

593- 

1500 

MA/ NORTON 

PROPRIETRY 

(508] 

285- 

7188 

MA/SEEKONK 

PROPRIETRY 

(508] 

336- 

3010 

MA /TAUNTON 

PROPRIETRY 

(508] 

822- 

1405 

MA /TAUNTON 

PROPRIETRY 

(508; 

824- 

3634 

MA/ NORTH  ATT 

JTPA 

(508] 

695- 

2568 

MA/ FALL  RIVE 

JTPA 

(508] 

675- 

1161 

MA/ FALL  RIVE 

JTPA 

(508] 

676- 

6160 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     ATTLEBORO  VOCATIONAL  TECHNICAL 
RATHBURN  WILLARD  DRIVE 
ATTLEBORO,   MA  02703- 


Type  School: 


(508) 222- 

0012 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

15 

.0303 

ELECTRONIC  TECHNOLOGY 

20 

.0201 

CHILD  CARE  AND  GUIDANCE  MGMT 

20 

.0401 

FOOD  PROD, MGMT  &   SVCS ,  GEN 

46 

.0201 

CARPENTRY 

46 

.0302 

ELECTRICIAN 

47 

.0604 

AUTOMOTIVE  MECHANICS 

48 

.0101 

DRAFTING,  GENERAL 

48 

.  0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48 

.  0203 

COMMERCIAL  ART 

48 

.  0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48 

.  0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 


School  Name: 


Type  School 


BRISTOL  COUNTY  AGR 
CENTER  STREET 
SEGREGANSETT,   MA  02773- 
(508) 669-6744 

SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


CIP  Code 

01.0201 
01. 0302 
01. 0304 
01. 0602 
01. 0603 
01. 0605 


Program  Title 


AGRICULTURAL  MECHANICS,  GENERAL 

ANIMAL  PRODUCTION 

CROP  PRODUCTION 

ARBORICULTURE 

FLORICULTURE 

LANDSCAPING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     BRISTOL-PLYMOUTH  REG  VOC  TECH  SCHOO 
940  COUNTY  ROAD 
TAUNTON,   MA  02780- 


Type  School: 


(508) 823- 

5151 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

15 

.0303 

ELECTRONIC  TECHNOLOGY 

17 

.  0402 

COMMUNITY  HEALTH  WORK 

17 

.  0605 

PRACTICAL  NURSING 

20 

.  0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46 

.  0201 

CARPENTRY 

46 

.  0302 

ELECTRICIAN 

46 

.  0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

46 

.0408 

PAINTING  AND  DECORATING 

47 

.  0603 

AUTOMOTIVE  BODY  REPAIR 

47 

.  0604 

AUTOMOTIVE  MECHANICS 

48 

.0101 

DRAFTING,  GENERAL 

48 

.  0201 

GRAPHIC/ PRINT  COMMUNICATION , GEN 

48 

.  0203 

COMMERCIAL  ART 

48 

.0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48 

.0506 

SHEET  METAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     DIGHTON-REHOBOTH  REGIONAL  SCHOOL 
HORTON  STREET 
NORTH  DIGHTON,   MA  02  7  64- 
(508) 252-4500 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08.0708  MARKETING,  GENERAL 

2  0.02  01  CHILD  CARE  AND  GUIDANCE  MGMT 

4  6.02  01  CARPENTRY 

47.0604  AUTOMOTIVE  MECHANICS 

48.0101  DRAFTING,  GENERAL 

48.0503  MACHINE  TOOL  OP/MACHINE  SHOP 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     FALL  RIVER  PUBLIC  SCHOOLS 
417  ROCK  STREET 
FALL  RIVER,   MA  0272  0- 
(508) 678-4571 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


CIP 

Code 

Program  Title 

11. 

0201 

COMPUTER  PROGRAMMING 

12. 

0403 

COSMETOLOGY 

17. 

0602 

NURSING  ASSISTING 

20. 

0201 

CHILD  CARE  AND  GUIDANCE  MGMT 

20. 

0401 

FOOD  PROD, MGMT  &  SVCS,  GEN 

47. 

0106 

MAJOR  APPLIANCE  REPAIR 

47. 

0606 

SMALL  ENGINE  REPAIR 

48. 

0203 

COMMERCIAL  ART 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     GREATER  FALL  RIVER  REG  VOC  TECH 
STONEHAVEN  ROAD 
FALL  RIVER,   MA  02723- 


Type  School: 


(508) 678- 

2  891 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

15 

.  0303 

ELECTRONIC  TECHNOLOGY 

17 

.  0402 

COMMUNITY  HEALTH  WORK 

17 

.  0605 

PRACTICAL  NURSING 

20 

.  0401 

FOOD  PROD,MGMT  &   SVCS ,  GEN 

46 

.  0201 

CARPENTRY 

46 

.  0302 

ELECTRICIAN 

46 

.  0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

46 

.  0408 

PAINTING  AND  DECORATING 

46 

.  0501 

PLUMBING,    PIPE/ STEAMFITTING ,  GEN 

47 

.  0201 

HEATING/ AC/REFRIG  MECH,  GEN 

47 

.  0603 

AUTOMOTIVE  BODY  REPAIR 

47 

.  0604 

AUTOMOTIVE  MECHANICS 

48 

.  0101 

DRAFTING,  GENERAL 

48 

.  0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48 

.  0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48 

.  0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:      BRISTOL  COMMUNITY  COLLEGE 
777  ELSBREE  STREET 
FALL  RIVER,   MA  02720- 
(508) 678-2811 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


06.0101  BUSINESS  &  MANAGEMENT,  GEN 

06.0401  BUSINESS  ADMIN  &  MGMT,  GEN 

07.0605  MEDICAL  SECRETARIAL 

07.0606  SECRETARIAL 

09.0101  COMMUNICATIONS,  GENERAL 

11.0201  COMPUTER  PROGRAMMING 

13.1202  ELEMENTARY  EDUCATION 

14.0101  ENGINEERING,  GENERAL 
15.03  01  COMPUTER  TECHNOLOGY 
15.0302  ELECTRICAL  TECHNOLOGY 
15.0403  ELECTROMECHANICAL  TECHNOLOGY 
15.0899  MECHANICAL  &  REL  TECH,  OTH 

17.0102  DENTAL  HYGIENE 

17.0309  MEDICAL  LABORATORY  TECHNOLOGY 

17.0406  MENTAL  HEALTH/HUMAN  SVCS  TECH 

17.0408  THERAPEUTIC  CHILD  CARE  WORK 

17.0699  NURSING-RELATED  SERVICES,  OTH 

2  0.0499  FOOD  PROD,   MGMT,    &  SVCS,  OTHER 

24.0101  LIBERAL/ GENERAL  STUDIES 

24.0199  LIBERAL/ GENERAL  STUDIES,  OTHER 

27.0101  MATHEMATICS,  GENERAL 

43.0201  FIRE  CONTROL  AND  SAFETY  TECH 

50.0701  FINE  ARTS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     DIMAN  REGIONAL  TECHNICAL  INSTITUTE 
STONEHAVEN  ROAD 
FALL  RIVER,   MA  02723- 
(508) 678-2891 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


17.0101  DENTAL  ASSISTING 

17.0503  MEDICAL  ASSISTING 

17.0605  PRACTICAL  NURSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     WHEATON  COLLEGE 

5   EAST  MAIN  STREET 

NORTON,   MA  02766- 

(800) 541-3639 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


05.0102  AMERICAN  STUDIES 

05.0103  ASIAN  STUDIES,  GENERAL 
05.0110  RUSSIAN  AND  SLAVIC  STUDIES 
16.0402  RUSSIAN 

16.0501  GERMAN 

16.0901  FRENCH 

16.0905  SPANISH 

23.0101  ENGLISH,  GENERAL 

23.0201  CLASSICS 

26.0101  BIOLOGY,  GENERAL 

26.0201  BIOCHEMISTRY  &  BIOPHYSICS 

27.0101  MATHEMATICS,  GENERAL 

30 . 9999  MULTI/INTERDISCIPL. STUDIES , OTH 

38.0101  PHILOSOPHY 

38.0201  RELIGION 

40.0501  CHEMISTRY,  GENERAL 

40.0801  PHYSICS,  GENERAL 

42.0101  PSYCHOLOGY,  GENERAL 

42.1101  PHYSIOLOGICAL  PSYCHOLOGY 

45.0201  ANTHROPOLOGY 

45.0601  ECONOMICS 

45.0801  HISTORY 

45.0901  INTERNATIONAL  RELATIONS 

45.1001  POLITICAL  SCIENCE  &  GOVERNMENT 

45.1101  SOCIOLOGY 

50.0703  ART  HISTORY  AND  APPRECIATION 

50.0799  FINE  ARTS,  OTHER 

50.0901  MUSIC,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:      FALL  RIVER  ACAD  OF  BEAUTY  CULTURE 

260  S  MAIN  STREET 

FALL  RIVER,   MA  02721- 

(508) 672-4751 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12 . 0403 


COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  BRISTOL  CONSORTIUM 

School  Name:      LAFEMINNA  SCHOOL  OF  MODELING-ATTLEB 

12  0  MAIN  STREET 

ATTLEBORO,   MA  02703- 

(617) 226-1500 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


17.0212  DIAGNOSTIC  MEDICAL  SONOGRAPHY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     MANSFIELD  BEAUTY  ACADEMY-LYNN 

325  UNION  STREET 

LYNN,   MA  01901- 

(617) 593-1500 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0403  COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     N  E  SCHOOL  OF  FLORAL  DESIGN 

88  WEST  MAIN  STREET 

NORTON,   MA  02766- 

(508) 285-7188 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


20. 0504 


FLORAL  DESIGN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     NATIONAL  TECHNICAL  SCHOOL 

56  OLNEY  STREET 

SEEKONK,   MA  02771- 

(508) 336-3010 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


15. 0501 
46.0302 
47.0106 


A/C,  HEAT,  &  REFRIG  TECHN 
ELECTRICIAN 

MAJOR  APPLIANCE  REPAIR 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     TAUNTON  BEAUTY  ACADEMY 

1  SCHOOL  STREET 

TAUNTON,   MA  0278  0- 

(508) 822-1405 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0403  COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     TRAVEL  EDUCATION  CENTER-TAUNTON 
705  MYLES  STANDI SH  BLVD 
TAUNTON,   MA  0278  0- 
(508) 824-3634 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08 . 1104 
08 . 1105 


TOURISM 

TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:      BICO  COLLABORATIVE 

21  WASHINGTON  STREET 
NORTH  ATTLEBORO,   MA  02760- 
(508) 695-2568 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


48.0701  WOODWORKING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     BRISTOL  COUNTY  TRAINING  CONSORTIUM 

162  PLEASANT  STREET 

FALL  RIVER,   MA  02721- 

(508) 675-1161 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32 . 0101 
47. 0103 


BASIC  SKILLS,  GENERAL 
COMMUNICATION  ELECTRONICS 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BRISTOL  CONSORTIUM 

School  Name:     NORTHWAY  TRAINING  CONSORTIUM 
100  PURCHASE  STREET 
FALL  RIVER,   MA  02720- 
(508) 676-6160 

Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


17.0405  MENTAL  HEALTH/HUMAN  SVCS  ASSIST 


^^^^  Department  of 
Employment 
*    A  and  Training 


Massachusetts 
Occupational  Information  Coordinating  Committee 
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STI 


LIST  OF  TRAINING  INSTITUTIONS 

AND 

TRAINING  PROGRAMS  BY  INSTITUTION 


BROCKTON  AREA  CONSORTIUM 
Service  Delivery  Area 

MASSACHUSETTS 


1992 

1991  SCHOOL  YEAR 
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Massachusetts  Occupational  ^V_V 
inlormation  Coordinating  Committee 


MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-yearcollege 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  SCHOOLS  IN  ACTIVE  GEOGRAPHIC  REGION 
Active  Region:   BROCKTON  AREA  CONSORTIUM 


Type  of  schools:  ALL  TYPES 
Name  of  the  School 


State/City 

Type  School 

Telephone 

MA/ BROCKTON 

H.S.  VOC 

(508] 

580- 

7511 

MA/ SOUTH  EAS 

H.S.  VOC 

(508) 

238- 

4374 

MA/STOUGHTON 

H.S.  VOC 

(617] 

344- 

4000 

MA/ BROCKTON 

2 -YEAR  COL 

(617) 

588- 

9100 

MA/BRIDGEWAT 

4 -YEAR  COL 

(508) 

697- 

1237 

TUT  TV    /  \TAnrnTI     T?7V  o 

MA/ NORTH  EAS 

4— YEAR  COL 

(508) 

230- 

1373 

MA/ BROCKTON 

PROPRIETRY 

(508) 

586- 

7262 

MA/ BROCKTON 

PROPRIETRY 

(508) 

588- 

8204 

MA /BROCKTON 

PROPRIETRY 

(508) 

588- 

8204 

MA/ BROCKTON 

PROPRIETRY 

(508) 

941- 

0730 

MA/ BROCKTON 

PROPRIETRY 

(508; 

584- 

6869 

MA/ABINGTON 

PROPRIETRY 

(617) 

587- 

1011 

MA/ BROCKTON 

PROPRIETRY 

(508) 

587- 

1100 

MA/ BROCKTON 

PROPRIETRY 

(508) 

583- 

6258 

MA/ BROCKTON 

JTPA 

(508) 

584- 

1887 

MA/ BROCKTON 

HOSPITAL 

(508) 

586- 

2600 

BROCKTON  PUBLIC  SCHOOLS 

SOUTHEASTERN  REG  VOC  TECH 

STOUGHTON  PUBLIC  SCHOOLS 

MASSASOIT  COMMUNITY  COLLEGE 

BRIDGEWATER  STATE  COLLEGE 

STONEHILL  COLLEGE 

BOSTON  BARTENDERS  SCHOOL,  INC 

BROCKTON  PROF  SCHOOL  OF  BARTENDING 

BROCKTON  PROF  SCHOOL  OF  BARTENDING 

COMPUTER-ED  BUSINESS  INSTITUTE 

IKINYON-CAMPBELL  BUSINESS  SCHOOL 

LAFEMINNA  SCH  OF  MODELING 

N  E  TRACTOR  TRAILER  TRAINING 

OLD  COLONY  TRADE  SCHOOL 

BROCKTON  AREA  P.I.C. 

BROCKTON  HOSP  SCHOOL  OF  NURSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     BROCKTON  PUBLIC  SCHOOLS 
43   CRESCENT  STREET 
BROCKTON,   MA  024  01- 
(508) 580-7511 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08.0708  MARKETING,  GENERAL 

2  0.0401  FOOD  PROD , MGMT  &  SVCS ,  GEN 

4  6.02  01  CARPENTRY 

47.0604  AUTOMOTIVE  MECHANICS 

48.0208  PRINTING  PRESS  OPERATIONS 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     SOUTHEASTERN  REG  VOC  TECH 
250  FOUNDRY  STREET 
SOUTH  EASTON,   MA  02375- 
(508) 238-4374 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08.0708  MARKETING,  GENERAL 

11.0201  COMPUTER  PROGRAMMING 

12.0403  COSMETOLOGY 

15.0303  ELECTRONIC  TECHNOLOGY 

17.0101  DENTAL  ASSISTING 

17.0309  MEDICAL  LABORATORY  TECHNOLOGY 

17.0402  COMMUNITY  HEALTH  WORK 

17.0508  PHYSICIAN  ASSISTING 

17.0605  PRACTICAL  NURSING 

2  0.0401  FOOD  PROD , MGMT  &  SVCS,  GEN 

4  6.0102  BRICK,    BLOCK,   AND  STONEMASONRY 

4  6.02  01  CARPENTRY 

4  6.03  02  ELECTRICIAN 

4  6.04  08  PAINTING  AND  DECORATING 

4  6.0501  PLUMBING,   PIPE/STEAMFITTING ,  GEN 

47.0201  HEATING/AC/REFRIG  MECH,  GEN 

47.0603  AUTOMOTIVE  BODY  REPAIR 

47.0604  AUTOMOTIVE  MECHANICS 

47.0605  DIESEL  ENGINE  MECHANICS 

47.0606  SMALL  ENGINE  REPAIR 
48.0101  DRAFTING,  GENERAL 

4  8.0201  GRAPHIC/PRINT  COMMUNICATION , GEN 

48.0203  COMMERCIAL  ART 

48.0503  MACHINE  TOOL  OP/MACHINE  SHOP 

48.0504  METAL  FABRICATION 
48.0703  MILLWORK  AND  CABINET  MAKING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     STOUGHTON  PUBLIC  SCHOOLS 
232  PEARL  STREET 
STOUGHTON,   MA  02072- 
(617) 344-4000 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08 . 0708 
11. 0201 


MARKETING,  GENERAL 
COMPUTER  PROGRAMMING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     MASSASOIT  COMMUNITY  COLLEGE 
ONE  MASSASOIT  BLVD 
BROCKTON,   MA  02  4  02- 
(617) 588-9100 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code  Program  Title 


06.0101  BUSINESS   &  MANAGEMENT,  GEN 

06.0201  ACCOUNTING    (4-YR+  DEG  PROG) 

06.0401  BUSINESS  ADMIN   &  MGMT ,  GEN 

06.0499  BUSINESS  ADMIN  &  MGMT,  OTH 

06.0701  HOTEL/MOTEL  MANAGEMENT. 

0  6.1401  MARKETING  MANAGEMENT 

07.06  0  3  EXECUTIVE  SECRETARIAL 

07.0604  LEGAL  SECRETARIAL 

07.0605  MEDICAL  SECRETARIAL 

07.0701  TYPING,   GEN  OFF  &  REL  PROG,  GEN 

11.02  01  COMPUTER  PROGRAMMING 

15.0101  ARCHITECTURAL  DESIGN/CON  TECH 

15.0201  CIVIL  TECHNOLOGY 

15.0202  DRAFTING  AND  DESIGN  TECHNOLOGY 
15.0303  ELECTRONIC  TECHNOLOGY 
15.0403  ELECTROMECHANICAL  TECHNOLOGY 
15.0501  A/C,   HEAT,    &  REFRIG  TECHN 
15.9999  ENGINEERING  &  ENG-REL  TECH  OTH 
17.0101  DENTAL  ASSISTING 

17.0210  RESPIRATORY  THERAPY  TECHNOLOGY 

17.0503  MEDICAL  ASSISTING 

18.1101  NURSING,  GENERAL 

20.0403  CHEF/COOK 

24.0101  LIBERAL/ GENERAL  STUDIES 
24.0199  LIBERAL/ GENERAL  STUDIES,  OTHER 

43.0102  CORRECTIONS 

43.0107  LAW  ENFORCEMENT 

43.0108  LAW  ENFORCEMENT  ADMINISTRATION 
43.0201  FIRE  CONTROL  AND  SAFETY  TECH 
44.0701  SOCIAL  WORK,  GENERAL 
44.0799  SOCIAL  WORK,  OTHER 

47.0605  DIESEL  ENGINE  MECHANICS 

4  8.02  03  COMMERCIAL  ART 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:      BRIDGEWATER  STATE  COLLEGE 
SUMMER  STREET 
BRIDGEWATER,   MA  02  3  25- 
(508) 697-1237 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

06. 

0101 

BUSINESS  &  MANAGEMENT,  GEN 

06. 

0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06. 

1201 

MANAGEMENT  INFORMATION  SYSTEMS 

06. 

1401 

MARKETING  MANAGEMENT 

06. 

9999 

BUSINESS  &  MANAGEMENT,  OTHER 

09. 

0101 

COMMUNICATIONS,  GENERAL 

09  . 

9999 

COMMUNICATIONS,  OTHER 

11. 

0101 

COMPUTER  &  INFO  SCIENCES,  GEN 

13. 

0101 

EDUCATION,  GENERAL 

13  . 

0405 

ELEMENTARY  &  SECONDARY  ED  ADMIN 

13  . 

0501 

EDUCATIONAL  MEDIA 

13  . 

1001 

SPECIAL  EDUCATION,  GENERAL 

13  . 

1101 

STUDENT  COUNSEL/ PERSONNEL  SVCS 

13  . 

1202 

ELEMENTARY  EDUCATION 

13  . 

1204 

PRE-ELEMENTARY  EDUCATION 

13  . 

1307 

HEALTH  EDUCATION 

13  . 

1311 

MATHEMATICS  EDUCATION 

13  . 

1314 

PHYSICAL  EDUCATION 

13  . 

1315 

READING  EDUCATION 

16. 

0905 

SPANISH 

17. 

0820 

SPEECH/ HEARING  THERAPY  AIDE 

23  . 

0101 

ENGLI SH ,  GENERAL 

23  . 

0401 

COMPOSITION 

26 . 

0101 

BIOLOGY,  GENERAL 

27. 

0101 

MATHEMATICS ,  GENERAL 

30. 

0401 

HUMANITIES  &  SOCIAL  SCIENCES 

38  . 

0101 

PHILOSOPHY 

40. 

0101 

PHYSICAL  SCIENCES,  GENERAL 

40. 

0501 

CHEMI STRY ,  GENERAL 

40. 

0599 

CHEMISTRY,  OTHER 

40. 

0602 

GEOCHEMISTRY 

40. 

0703 

EARTH  SCIENCE 

40. 

0801 

PHYSICS,  GENERAL 

42. 

0101 

PSYCHOLOGY,  GENERAL 

42  . 

0901 

INDUST. /ORGANIZATIONAL  PSYCH 

42  . 

9999 

PSYCHOLOGY,  OTHER 

44. 

0701 

SOCIAL  WORK,  GENERAL 

45. 

0201 

ANTHROPOLOGY 

45. 

0401 

CRIMINOLOGY 

45. 

0701 

GEOGRAPHY 

45. 

0801 

HISTORY 

45. 

0901 

INTERNATIONAL  RELATIONS 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

45.9999  SOCIAL  SCIENCES,  OTHER 

49.0101  AIR  TRANSPORTATION,  GENERAL 

49.0104  AVIATION  MANAGEMENT 

49.0107  AIRPLANE  PILOTING  (PRIVATE) 

50.0101  VISUAL  &  PERFORMING  ARTS,  GEN 

50.0501  DRAMATIC  ARTS 

50.0799  FINE  ARTS,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     STONEHILL  COLLEGE 

320  WASHINGTON  STRET 
NORTH  EASTON,   MA  02357- 
(508) 230-1373 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

05 . 

0102 

AMERICAN  STUDIES 

06 . 

0101 

BUSINESS  &  MANAGEMENT,  GEN 

06 . 

0201 

ACCOUNTING    (4-YR+  DEG  PROG) 

06 . 

0301 

BANKING  AND  FINANCE 

06 . 

0401 

BUSINESS  ADMIN  &  MGMT,  GEN 

06 . 

1401 

MARKETING  MANAGEMENT 

06 . 

1601 

PERSONNEL  MANAGEMENT 

09  . 

0101 

COMMUNICATIONS,  GENERAL 

11. 

0101 

COMPUTER  &  INFO  SCIENCES,  GEN 

13  . 

1202 

ELEMENTARY  EDUCATION 

13  . 

1204 

PRE-ELEMENTARY  EDUCATION 

16 . 

0101 

FOREIGN  LANG,   MULT  EMPHASIS 

17  . 

0401 

ALCOHOL/ DRUG  ABUSE  SPECIALTY 

17  . 

0601 

GERIATRIC  AIDE 

17  . 

0606 

HEALTH  UNIT  MANAGEMENT 

18  . 

0701 

HEALTH  CARE  ADMINISTRATION 

18  . 

1101 

NURSING,  GENERAL 

22  . 

0103 

LEGAL  ASSISTING 

23  . 

0101 

ENGLISH,  GENERAL 

24  . 

0101 

LIBERAL/ GENERAL  STUDIES 

26 . 

0101 

BIOLOGY,  GENERAL 

27 . 

0101 

MATHEMATICS,  GENERAL 

27  . 

9999 

MATHEMATICS,  OTHER 

30. 

0301 

ENGINEERING  &  OTH  DISCIPLINES 

38. 

0101 

PHILOSOPHY 

38. 

0201 

RELIGION 

39. 

0401 

RELIGIOUS  EDUCATION 

40. 

0501 

CHEMISTRY,  GENERAL 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

43  . 

0103 

CRIMINAL  JUSTICE  ADMINISTRATION 

44. 

0401 

PUBLIC  ADMINISTRATION 

45. 

0101 

SOCIAL  SCIENCES,  GENERAL 

45. 

0601 

ECONOMICS 

45. 

0801 

HISTORY 

45. 

0901 

INTERNATIONAL  RELATIONS 

45. 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     BOSTON  BARTENDERS  SCHOOL,  INC 

63  MAIN  STREET 

BROCKTON,   MA  024  01- 

(508) 586-7262 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0202  BARTENDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     BROCKTON  PROF  SCHOOL  OF  BARTENDING 
660  N.   MAIN  ST,    2ND  FLR 
BROCKTON,   MA  02401- 
(508) 588-8204 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.02  02  BARTENDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 


School  Name: 


Type  School 


COMPUTER-ED  BUSINESS  INSTITUTE 
450  PLEASANT  STREET 
BROCKTON,   MA  02401- 
(508) 941-0730 

PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP  Code 

07.0302 
07.0305 
07. 0401 
07.0801 
17. 0310 


Program  Title 


BUS  COMPUTER  &  CONSOLE  OPER 
BUSINESS  DATA  PROGRAMMING 
OFFICE  SUPERVISION  AND  MANAGEMENT 
WORD  PROCESSING 
MEDICAL  TECHNOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     KINYON-CAMPBELL  BUSINESS  SCHOOL 

567  PLEASANT  STREET 

BROCKTON,   MA  02401- 

(508) 584-6869 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07.0801 


WORD  PROCESSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     LAFEMINNA  SCH  OF  MODELING 

8  62  BROCKTON  AVENUE 

ABINGTON,   MA  02351- 

(617) 587-1011 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103  FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:    BROCKTON  AREA  CONSORTIUM 

School  Name:     N  E  TRACTOR  TRAILER  TRAINING 

1093  N  MONTELLO  STREET 

BROCKTON,   MA  02401- 

(508) 587-1100 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


49.02  05  TRUCK  AND  BUS  DRIVING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     OLD  COLONY  TRADE  SCHOOL 

244  LIBERTY  STREET 

BROCKTON,   MA  02401- 

(508) 583-6258 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


46.0501  PLUMBING,    PIPE/ STEAMFITTING ,  GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 


School  Name: 


Type  School: 


BROCKTON  AREA  P.I.C. 
45  OAKDALE  STREET 
BROCKTON,   MA  02405-2278 
(508) 584-1887 
JTPA  PROGRAMS 


CIP  Code 

07.0601 
07.0801 
17. 0602 
23 . 1201 
32.0101 
32 . 0107 
48.0503 


Program  Title 


SECRETARIAL  &  REL  PROGS,  GEN 

WORD  PROCESSING 

NURSING  ASSISTING 

ENGLISH  AS  A  SECOND  LANGUAGE 

BASIC  SKILLS,  GENERAL 

CAREER  EXPLORATION 

MACHINE  TOOL  OP/MACHINE  SHOP 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   BROCKTON  AREA  CONSORTIUM 

School  Name:     BROCKTON  HOSP  SCHOOL  OF  NURSING 

68  0  CENTRE  STREET 

BROCKTON,   MA  024  02- 

(508) 586-2600 
Type  School:      HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


18 . 1101 


NURSING,  GENERAL 


Department  of 


E Department  ot 
Employment 
and  Training 


Massachusetts 
Occupational  Information  Coordinating  Committee 


STATE  TRAINING  INVENTORY 

STI 


LIST  OF  TRAINING  INSTITUTIONS 

AND 

TRAINING  PROGRAMS  BY  INSTITUTION 


FRANKLIN/HAMPSHIRE  CONSORTIUM 

Service  Delivery  Area 

MASSACHUSETTS 


MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-yearcollege 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   SCHOOLS  IN  ACTIVE  GEOGRAPHIC  REGION 
.active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 


Type  of  schools:  ALL  TYPES 


NaTnp   of  the  School 

State/Citv 

Tvnp  Srhool 

Telephone 

FRANKLIN  COUNTY  REG  VOC  TECH  SCHOOL 

MA /TURNERS  F 

X  Ml  /    X  wlU'  Jji  \  J  X 

H.S.  VOC 

XX  •  * — '  •          V      '  \— • 

(413] 

774- 

2066 

GATEWAY  REGIONAL  SCHOOL 

MA/HUNTINGTO 

x  xti  /  nun  i  xii  w  x  w 

H  S  VOC 

(413] 

667- 

3475 

GREENFIELD  PUBLIC  SCHOOLS 

MA  /GREFNFTFT. 

X  1X1  j  \Ji\1jXi1i  X  ILLi 

h  voc 

1 1  •  O  •        V  V-/  u 

(413; 

774- 

2362 

NORTHAMPTON- ^MTTH 

MA / NORTH AMPT 

riA  /  ii  v-/x\ x  xxnx  1x7  x 

(413; 

586- 

6970 

GREENFTFT.D   COMMUNITY  COT.TjFGF 

MA  /(TRFFNFTFT. 

P-YFAP  POT, 

xv     x  xJrvT\    w  vj  xj 

(413; 

774- 

3131 

AMHFR^T  COT.T.FGF 

MA  /AMHFP^T 

4  -YFAT?  POT. 

(413; 

542- 

2328 

CONWAY  SCHOOL  OF  LANDSCAPE  DESIGN 

w  wll  *  *  xi  X         k-J  ^— »  1  X  ^— '  'w'  XJ             X          1  J  /  ■  1  »  L-S        will    Xi       XJ  X_i  W  X,  Wl" 

MA / CONWAY 

iin/  vvii  rinx 

4 -YEAR  COL 

i         X  XilLi  v       V  V.J  XJ 

(413; 

369- 

4044 

HAMPSHIRE  COLLEGE 

MA/AMHERST 

4 -YEAR  COL 

(413; 

549- 

4600 

MOUNT  HOLYOKE  COLLEGE 

MA/ SOUTH  HAD 

4 -YEAR  COL 

(413; 

538- 

2023 

SAINT  HYACINTH  COLLEGE  AND  SEMINARY 

MA/GRANBY 

4 -YEAR  COL 

(413; 

467- 

7191 

SMITH  COLLEGE 

MA/NORTHAMPT 

4 -YEAR  COL 

(413; 

585- 

2500 

UNIVERSITY  OF  MASS.   AT  AMHERST 

MA/AMHERST 

4 -YEAR  COL 

(413; 

545- 

0222 

AMHERST  NANNIES  ACADEMY 

MA/HADLEY 

PROPRIETRY 

(413; 

586- 

8365 

HALLMARK  INSTITUTE  OF  PHOTOGRAPHY 

MA /TURNERS  F 

PROPRIETRY 

(413; 

863- 

2478 

INTERNATIONAL  AUCTION  SCHOOL 

MA/ SO  DEERFI 

PROPRIETRY 

(413; 

665- 

2877 

N  E  SCHOOL  OF  CHIMNEY  SWEEPING 

MA/ SOUTH  HAD 

PROPRIETRY 

(413; 

536- 

5572 

SKILLS 

MA/AMHERST 

PROPRIETRY 

(413; 

549- 

2686 

FRANKLIN/HAMPSHIRE  EMPLOY  &  TRAIN 

MA/GREENFIEL 

JTPA 

(413; 

1  774- 

3182 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     FRANKLIN  COUNTY  REG  VOC  TECH  SCHOOL 
INDUSTRIAL  BOULEVARD 
TURNERS  FALLS,   MA  01376- 


Type  School: 


(413) 774- 

2  066 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

01 

.  0601 

HORTICULTURE,  GENERAL 

11 

.0301 

DATA  PROCESSING 

12 

.  0403 

17 

.0402 

COMMUNITY  HEALTH  WORK 

20 

.0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46 

.0201 

CARPENTRY 

46 

.  0302 

ELECTRICIAN 

46 

.0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

46 

.0501 

PLUMBING,   PIPE/ STEAMFITTING ,  GEN 

47 

.0603 

AUTOMOTIVE  BODY  REPAIR 

47 

.  0604 

AUTOMOTIVE  MECHANICS 

48 

.0101 

DRAFTING,  GENERAL 

48 

.0201 

GRAPHIC/PRINT  COMMUNICATION, GEN 

48 

.0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48 

.0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN /HAMPSHIRE  CONSORTIUM 

School  Name:     GATEWAY  REGIONAL  SCHOOL 
LITTLEVILLE  ROAD 
HUNTINGTON,   MA  01050- 
(413) 667-3475 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


46.0201 
48. 0508 


CARPENTRY 
WELDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     GREENFIELD  PUBLIC  SCHOOLS 
64  NORTH  STREET  EXT. 
GREENFIELD,   MA  013  01- 
(413) 774-2362 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08.07  08  MARKETING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:  NORTHAMPTON-SMITH 
8  0  LOCUST  STREET 
NORTHAMPTON,   MA  01060- 


Type  School: 


(413) 586- 

c  r\  *7  r\ 

6970 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

01 

.0301 

AGRICULTURAL  PRODUCTION,  GENERAL 

11 

.  0201 

COMPUTER  PROGRAMMING 

12 

.  0403 

COSMETOLOGY 

15 

.  0303 

ELECTRONIC  TECHNOLOGY 

17 

.0402 

COMMUNITY  HEALTH  WORK 

17 

.  0605 

PRACTICAL  NURSING 

20 

.  0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46 

.  0201 

CARPENTRY 

46 

.0302 

ELECTRICIAN 

46 

.0501 

PLUMBING,    PIPE/ STEAMFITTING ,  GEN 

47 

.  0603 

AUTOMOTIVE  BODY  REPAIR 

47 

.  0604 

AUTOMOTIVE  MECHANICS 

48 

.  0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48 

.0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48 

.  0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:      GREENFIELD  COMMUNITY  COLLEGE 
ONE  COLLEGE  DRIVE 
GREENFIELD,   MA  01301- 
(413) 774-3131 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


\-  Xr 

LUQc 

riuy i  din  11LJ.C 

U  J  . 

mm 

KH.IN  EJrii\E>  Lit.,    IN  AX  UrCftXj    K£j  oU  U  K<_  ilo  ,  Lj  Jll-J 

UDt 

mm 

TJTTCTMTTCC     f.    MlHari?M1?MT        C  T?M 

n  c 
uo . 

n  a  m 

UD  i 

U  /  u  ^ 

JvEiwlvEiAX  lUnnii    IjIN  X  HiXvtr r\X O  XLO  I'HjrlX 

u  /  . 

mm 

A.L.I.XI7,     CUUJ\l\riCiir    tt    KXjXj  FKUU,UJirv 
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n  a  m 

UDUl 
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VJ  /  uo 

I\Lrt_r\_T\  Hi  J.  X  IN  >j  ,      \j  IL1N  EtlUvLl 

no 

m  m 

V^vJrTrlUIN  X        1  XvJIN  O  ,     V3H1IN  IjXvtVXj 

X  X  . 

^CIUrUX£il\  l^KUorCHrrLrlXIN 

J.  X  • 

i7  ^  s 

rr&MPTTTFP  £  tmpo  crTPMrp?  oth 
Lunx u x Htix   tt   inru   o  i>  x  hxn  l  £j  o  ,  uin 

13 

1501 

X  w*  w  X 

TFACHFR  ASSISTING 

14. 

1301 

ENGINEERING  SCIENCE 

15. 

0202 

DRAFTING  AND  DESIGN  TECHNOLOGY 

15. 

0603 

INDUSTRIAL  TECHNOLOGY 

18. 

1101 

NURSING,  GENERAL 

24. 

0101 

LIBERAL/ GENERAL  STUDIES 

31. 

0201 

OUTDOOR  RECREATION 

31. 

9999 

PARKS  &  RECREATION,  OTHER 

41. 

0399 

PHYSICAL  SCIENCE  TECHS,  OTHER 

43. 

0104 

CRIMINAL  JUSTICE  STUDIES 

43  . 

0107 

LAW  ENFORCEMENT 

43  . 

0201 

FIRE  CONTROL  AND  SAFETY  TECH 

50. 

0402 

GRAPHIC  DESIGN 

50. 

0701 

FINE  ARTS,  GENERAL 

50. 

9999 

VISUAL  &  PEFORMING  ARTS,  OTHER 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  FRANKLIN /HAMPSHIRE  CONSORTIUM 

School  Name:     AMHERST  COLLEGE 
PO  BOX  2210 
AMHERST,   MA  01002- 


Type  School: 


(413 ) 542- 

2328 

FOUR- YEAR 

/ft ft T  T  TT^ft  TP     AT^      TTVTTTTPT^  ft  TfTl\7 

COLLEGE  OR  UNIVERSITY 

CIP  Code 

Program  Title 

05.0102 

H  tfni^  T  ftl  H  XT       PfTlTTn  T"  T7>  ft 

/AMERICAN  STUDIES 

ft.  c     r\  1  ft  ft 

05 .0103 

1  «TH  XT       ft  mT  TT"\  T        ft             ft  T^ITT^T^  T* 

ASIAN  STUDIES,  GENERAL 

ft  r      a  1  ft  /- 

05.0106 

TlTTnATMlH  XT       ftmTTT^TT^ft             ^n\TT^T^  T*  T 

EUROPEAN  STUDIES,  GENERAL 

r\  cr     ft  ft  ft  «i 

05.02  01 

"»   I  »       /"\       T4  If  I  »  f  "\  "T*  ft  "X  XT       ft  mT  TT"\  T  TT*  ft 

AFRO-AMERICAN  STUDIES 

16 . 0402 

T^TTft  ft  *T  X  XT 

RUSSIAN 

16.0501 

^1  111  Mf  It  XT 

GERMAN 

16 . 0901 

^^■^N  niT  ^^T  T 

FRENCH 

16 . 0903 

LATIN 

16 . 0905 

SPANISH 

23 . 0101 

rnir  ft  x   T"  ft  T T           ft  n % t  nr^  -»  t 

ENGLI SH ,  GENERAL 

23.0201 

CLASSICS 

24.0199 

LIBERAL/ GENERAL  STUDIES,  OTHER 

O  C      ft  ^  ft  n 

2  6.0101 

ft  T*  ftT  ft  ft  Vf          ft  TT»XT  ft  ft  m  t 

BIOLOGY ,  GENERAL 

26 . 0608 

XT  'ft T  TT^  r\      /^T"  T^XT/"*  f 

N EUROS CI ENCES 

O  "7      Al  A1 

27 . 0101 

it  »  mTTTtif  x  rriT  /"^  ft         ft  T^xt  T^T*  T«  t 

MATHEMATICS,  GENERAL 

30 . 0701 

WOMEN'S  STUDIES 

3  0.9999 

MULTI /  INTERDISCIPLi.  STUDIES  ,  Olrl 

3  8.0101 

PnlLiOSOPnY 

3  8.0201 

RELIGION 

4  0. 0201 

ASTRONOMY 

LnLnlDlKl  ,         LIN  tLr<J\Lj 

40. 0601 

GEOLOGY 

40. 0801 

PHYSICS,  GENERAL 

42.0101 

PSYCHOLOGY,  GENERAL 

45. 0201 

ANTHROPOLOGY 

45.0601 

ECONOMICS 

45.0801 

HISTORY 

45.1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45.1101 

SOCIOLOGY 

50.0501 

DRAMATIC  ARTS 

50.0701 

FINE  ARTS,  GENERAL 

50. 0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN /HAMPSHIRE  CONSORTIUM 

School  Name:     CONWAY  SCHOOL  OF  LANDSCAPE  DESIGN 

DELABARRE  AVENUE 

CONWAY,  MA  01341- 

(413) 369-4044 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


04.9999  ARCHITECTURE/ ENVIRON  DESIGN ,  OTH 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     HAMPSHIRE  COLLEGE 

893  WEST  STREET 

AMHERST,   MA  01002- 

(413) 549-4600 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


30.  9999  MULTI/INTERDISCIPL. STUDIES, OTH 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     MOUNT  HOLYOKE  COLLEGE 
COLLEGE  STREET 
SOUTH  HADLEY,   MA  01075- 
(413) 538-2023 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


05.0101  AFRICAN  STUDIES 

05.0102  AMERICAN  STUDIES 

05.0103  ASIAN  STUDIES,  GENERAL 

05.0106  EUROPEAN  STUDIES,  GENERAL 

05.0107  LATIN  AMERICAN  STUDIES 
05.0110  RUSSIAN  AND  SLAVIC  STUDIES 
05.0199  AREA  STUDIES,  OTHER 
13.1316  SCIENCE  EDUCATION 
16.0402  RUSSIAN 

16.0501  GERMAN 

16.0601  GREEK  (CLASSICAL) 

16.0901  FRENCH 

16.0902  ITALIAN 

16.0903  LATIN 
16.0905  SPANISH 

16.9999  FOREIGN  LANGUAGES,  OTHER 

23.0101  ENGLISH,  GENERAL 

2  6.0101  BIOLOGY,  GENERAL 

26.0201  BIOCHEMISTRY  &  BIOPHYSICS 

2  6.0603  ECOLOGY 

27.0101  MATHEMATICS,  GENERAL 

27.0501  STATISTICS 

3  0.0701  WOMEN'S  STUDIES 

30 . 9999  MULTI/INTERDISCIPL. STUDIES , OTH 

3  8.0101  PHILOSOPHY 
38.0201  RELIGION 

4  0.02  01  ASTRONOMY 

40.0401  ATMOSPHERIC  SCI  &  METEOROLOGY 

40.0501  CHEMISTRY,  GENERAL 

4  0.0601  GEOLOGY 

40.0801  PHYSICS,  GENERAL 

42.0101  PSYCHOLOGY,  GENERAL 
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4  5.0201  ANTHROPOLOGY 

45.0601  ECONOMICS 

4  5.0701  GEOGRAPHY 

45.0801  HISTORY 

45.0901  INTERNATIONAL  RELATIONS 

45.1001  POLITICAL  SCIENCE  &  GOVERNMENT 

4  5.1101  SOCIOLOGY 

50.0101  VISUAL  &  PERFORMING  ARTS,  GEN 

50.0301  DANCE 

50.0501  DRAMATIC  ARTS 

50.0701  FINE  ARTS,  GENERAL 


50. 0901 


MUSIC,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN /HAMPSHIRE  CONSORTIUM 

School  Name:     SAINT  HYACINTH  COLLEGE  AND  SEMINARY 

66  SCHOOL  STREET 

GRANBY,   MA  01033- 

(413) 467-7191 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


38.0101 
39.0601 


PHILOSOPHY 
THEOLOGICAL  STUDIES 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     SMITH  COLLEGE 
ELM  STREET 

NORTHAMPTON,   MA  01063- 
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50. 0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/ HAMPSHIRE  CONSORTIUM 

School  Name:     UNIVERSITY  OF  MASS.  AT  AMHERST 
MASSACHUSETTS  AVENUE 
AMHERST,   MA  01003- 
(413) 545-0222 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN /HAMPSHIRE  CONSORTIUM 

School  Name:     AMHERST  NANNIES  ACADEMY 

2  BAY  ROAD,    SUITE  100 

HADLEY,   MA  01002- 

(413) 586-8365 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


17.9999  ALLIED  HEALTH,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:     HALLMARK  INSTITUTE  OF  PHOTOGRAPHY 
MILLER  FALLS  ROAD 
TURNERS  FALLS,   MA  01376- 
(413) 863-2478 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


48 . 0207 
50. 0605 


PHOTOGRAPHIC  LAB  AND  DARKROOM 
PHOTOGRAPHY 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 

School  Name:      INTERNATIONAL  AUCTION  SCHOOL 
ROUTE  #5 

SO  DEERFIELD,   MA  01373- 
(413) 665-2877 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0701  AUCTIONEERING 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/ HAMPSHIRE  CONSORTIUM 

School  Name:     N  E  SCHOOL  OF  CHIMNEY  SWEEPING 
47  EAST  STREET 
SOUTH  HADLEY,   MA  01075- 
(413) 536-5572 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code         Program  Title 


2  0.0699  INST,   HOME  MGMT,    SUPP  SVCS,OTH 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN /HAMPSHIRE  CONSORTIUM 


School  Name 


Type  School 


SKILLS 

150  FEARING  STREET 
AMHERST,  MA  01002- 
(413) 549-2686 

PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP  Code 

07.0103 
07.0601 
07.0607 
07.0801 


Program  Title 


BOOKKEEPING 

SECRETARIAL  &  REL  PROGS,  GEN 

STENOGRAPHIC 

WORD  PROCESSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/17/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   FRANKLIN/HAMPSHIRE  CONSORTIUM 


School  Name:      FRANKLIN/HAMPSHIRE  EMPLOY  &  TRAIN 


Type  School 


18  0  LAUREL  STREET 
GREENFIELD,   MA  013  01- 
(413) 774-3182 
JTPA  PROGRAMS 


CIP  Code 

07. 0705 
23 . 1201 
32 . 0101 
32 . 0107 


Program  Title 


GENERAL  OFFICE  CLERK 
ENGLISH  AS  A  SECOND  LANGUAGE 
BASIC  SKILLS,  GENERAL 
CAREER  EXPLORATION 


Department  of 
Employment 
*    ^  and  Training 


Massachusetts 
Occupational  Information  Coordinating  Committee 


STATE  TRAINING  INVENTORY 

STI 


LIST  OF  TRAINING  INSTITUTIONS 

AND 

TRAINING  PROGRAMS  BY  INSTITUTION 


HAMPDEN  CONSORTIUM 

Service  Delivery  Area 

MASSACHUSETTS 


1992 

1991  SCHOOL  YEAR 


1  Q&l 


MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-year  college 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 


Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 

Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    SCHOOLS  IN  ACTIVE  GEOGRAPHIC  REGION 
Active  Region:   HAMPDEN  CONSORTIUM 

Type  of  schools:  ALL  TYPES 

Name  of  the  School  State/City        Type  School  Telephone 


CHICOPEE  PUBLIC  SCHOOLS 
PATHFINDER  REG  VOC  TECH 
ROGER  L.    PUTNAM  VOC-TECH  SCHOOL 
WESTFIELD  PUBLIC  SCHOOLS 
HOLYOKE  COMMUNITY  COLLEGE 
SPRINGFIELD  TECHNICAL  COMM  COLLEGE 
WILLIAM  J  DEAN  TECHNICAL  INSTITUTE 
AMERICAN  INTERNATIONAL  COLLEGE 
BAY  PATH  COLLEGE 

COLLEGE  OF  OUR  LADY  OF  THE  ELMS 
SPRINGFIELD  COLLEGE 
WESTERN  NEW  ENGLAND  COLLEGE 
WESTFIELD  STATE  COLLEGE 
ALLSTATE  INSTITUTE  OF  TECHNOLOGY 
BOSTON  BARTENDERS  SCHOOL,  INC. 
CENTRAL  TRAVEL  SCHOOL 

DELUX  ACADEMY  OF  DESKTOP  PUBLISHING 

JOHN  CASABLANCA'S  MODELING  CENTER 

LAFEMINNA  SCH  OF  MODELING-LONGMEADO 

MANSFIELD  BEAUTY  ACADEMY-SPRINGFLD 

MASS  CAREER  DEVELOPMENT  INSTITUTE 

MODELS  AND  MORE 

SMITH  &  WESSON  ACADEMY 

ST  JOHN'S  SCHOOL  OF  BUSINESS 

THE  SALTER  SCHOOL 

THE  SALTER  SCHOOL 

WESTERN  MASS  PRECISION  INSTITUTE 
WORLDTEK  TRAVEL  SCHOOL 
HAMPDEN  COUNTY  EMPLOY  &  TRAINING 
BAYSTATE  MEDICAL  CTR  SCH  OF  NURSING 
MERCY  HOSPITAL 
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State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     CHICOPEE  PUBLIC  SCHOOLS 
180  BROADWAY 
CHICOPEE,   MA  01020- 


Type  School: 


(413 ) o92— 

C  1  *1  1 

6111 

SECONDARY 

SCHOOL  WITH  VOCATIONAL  PGMS 

CIP  Code 

Program  Title 

08.0708 

MARKETING,  GENERAL 

15. 0303 

ELECTRONIC  TECHNOLOGY 

20. 0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46.0201 

CARPENTRY 

46. 0302 

ELECTRICIAN 

47.0603 

AUTOMOTIVE  BODY  REPAIR 

47.0604 

AUTOMOTIVE  MECHANICS 

48. 0101 

DRAFTING,  GENERAL 

48. 0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     PATHFINDER  REG  VOC  TECH 
ROUTE  181 
PALMER,   MA  01069- 
(413) 283-9840 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 


CIP 

Code 

Program  Title 

01. 

0601 

HORTICULTURE,  GENERAL 

11. 

0201 

COMPUTER  PROGRAMMING 

12. 

0403 

COSMETOLOGY 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

20. 

0401 

FOOD  PROD , MGMT  &  SVCS,  GEN 

46. 

0201 

CARPENTRY 

46. 

0302 

ELECTRICIAN 

47. 

0201 

HEATING/ AC / REFRIG  MECH,  GEN 

47  . 

0603 

AUTOMOTIVE  BODY  REPAIR 

47. 

0604 

AUTOMOTIVE  MECHANICS 

48. 

0101 

DRAFTING ,  GENERAL 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     ROGER  L.   PUTNAM  VOC-TECH  SCHOOL 
13  00  STATE  STREET 
SPRINGFIELD,   MA  01109- 


Type  School: 
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dLHUULi   Wlln    VULA1 XUJNAL)  rbWb 

CObMCilUljUGx 

lb .0303 

ELECTRONIC  TECHNOLOGY 

17 .0602 

NURSING  ASSISTING 

1  /  .  U6Ui> 

PRACTICAL  NURSING 

on  mni 
£ U . UjUX 

20 . 0401 

FOOD  PROD , MGMT  &  SVCS ,  GEN 

46. 0201 

CARPENTRY 

46. 0302 

ELECTRICIAN 

47.0106 

MAJOR  APPLIANCE  REPAIR 

47.0201 

HEATING/ AC/REFRIG  MECH,  GEN 

47.0603 

AUTOMOTIVE  BODY  REPAIR 

47.0604 

AUTOMOTIVE  MECHANICS 

48.0101 

DRAFTING,  GENERAL 

48.0201 

GRAPHIC/PRINT  COMMUNICATION, GEN 

48.0203 

COMMERCIAL  ART 

48.0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48.0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     WESTFIELD  PUBLIC  SCHOOLS 
22  ASHLEY  STREET 
WESTFIELD,   MA  01085- 
(413) 568-9592 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code         Program  Title 


15.0303  ELECTRONIC  TECHNOLOGY 

17.0602  NURSING  ASSISTING 

4  6.02  01  CARPENTRY 

4  6.03  02  ELECTRICIAN 

47.0604  AUTOMOTIVE  MECHANICS 

48.0503  MACHINE  TOOL  OP/MACHINE  SHOP 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     HOLYOKE  COMMUNITY  COLLEGE 
3  03  HOMESTEAD  AVE 
HOLYOKE,   MA  01040- 
(413) 538-7000 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


CIF 

Code 

Program  Title 

06  . 

0401 

BUSINESS  ADMIN  &  MGMT,  GEN 

06 . 

0499 

BUSINESS  ADMIN  &  MGMT,  OTH 
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0799 
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INSTITUTIONAL  MANAGEMENT,  OTH 

07  . 

0102 

ACCOUNTING  AND  COMPUTING 
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A")  AO 

03  02 

BUS  COMPUTER  &   CONSOLE  OPER 
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07  . 
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0603 

EXECUTIVE  SECRETARIAL 

(J  /  . 

0604 

LEGAL  SECRETARIAL 
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MEDICAL  SECRE1AR1AL 

n  n  n  1 

0801 

WORD  PROCESSING 
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17. 

0209 

RADIOLOGIC   (MEDICAL)  TECHNOLOGY 

17. 

0406 

MENTAL  HEALTH/ HUMAN  SVCS  TECH 

17. 

0506 

MEDICAL  RECORDS  TECHNOLOGY 

17. 

0512 

VETERINARIAN  ASSISTING 

18. 

1101 

NURSING,  GENERAL 

20. 

0201 

CHILD  CARE  AND  GUIDANCE  MGMT 

20. 

0401 

FOOD  PROD, MGMT  &  SVCS,  GEN 

20. 

0404 

DIETETIC  AIDE/ASSISTING 

24. 

0101 

LIBERAL/ GENERAL  STUDIES 

24. 

0199 

LIBERAL/ GENERAL  STUDIES,  OTHER 

41. 

0301 

CHEMICAL  TECHNOLOGY 

43  . 

0107 

LAW  ENFORCEMENT 

50. 

0701 

FINE  ARTS,  GENERAL 

50. 

0901 

MUSIC,  GENERAL 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:  PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 


School  Name 


Type  School 


SPRINGFIELD  TECHNICAL  COMM  COLLEGE 
1  ARMORY  SQUARE 
SPRINGFIELD,   MA  01105- 
(413) 781-7822 

TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 


CIP  Code 

01. 0605 
06.0101 
06. 0201 
06. 0301 
06. 0401 
06. 1401 
07. 0602 
07.0603 
07 . 0604 
07.0605 
07. 0702 
07. 0801 
10. 0199 
11. 0301 
12.0403 
13 . 1501 
14.9999 
15. 0201 
15.0302 
15. 0303 
15.0304 
15. 0401 
15. 0402 
15.0404 
15. 0501 
15.0506 
15. 0803 
15. 0805 
17.0101 
17.0102 
17 . 0208 
17.0209 
17.0211 
17.0309 
17 . 0405 
17.0503 
17.0815 
17 . 0818 
18. 1101 
24 . 0101 
43 . 0107 
43 . 0201 
48.0201 


Program  Title 


LANDSCAPING 

BUSINESS  &  MANAGEMENT,  GEN 
ACCOUNTING   (4-YR+  DEG  PROG) 
BANKING  AND  FINANCE 
BUSINESS  ADMIN  &  MGMT,  GEN 
MARKETING  MANAGEMENT 
COURT  REPORTING 
EXECUTIVE  SECRETARIAL 
LEGAL  SECRETARIAL 
MEDICAL  SECRETARIAL 
CLERK-TYPIST 
WORD  PROCESSING 

COMMUNICATION  TECHNOLOGY,  OTH 

DATA  PROCESSING 

COSMETOLOGY 

TEACHER  ASSISTING 

ENGINEERING,  OTHER 

CIVIL  TECHNOLOGY 

ELECTRICAL  TECHNOLOGY 

ELECTRONIC  TECHNOLOGY 

LASER  ELECTRO-OPTIC  TECHNOLOGY 

BIOMEDICAL  EQUIPMENT  TECHNOLOGY 

COMPUTER  SERVICING  TECHNOLOGY 

INSTRUMENTATION  TECHNOLOGY 

A/C,   HEAT,    &  REFRIG  TECHN 

WATER  AND  WASTEWATER  TECHNOLOGY 

AUTOMOTIVE  TECHNOLOGY 

MECHANICAL  DESIGN  TECHNOLOGY 

DENTAL  ASSISTING 

DENTAL  HYGIENE 

NUCLEAR  MEDICAL  TECHNOLOGY 

RADIOLOGIC   (MEDICAL)  TECHNOLOGY 

SURGICAL  TECHNOLOGY 

MEDICAL  LABORATORY  TECHNOLOGY 

MENTAL  HEALTH/HUMAN  SVCS  ASSIST 

MEDICAL  ASSISTING 

PHYSICAL  THERAPY  ASSISTING 

RESPIRATORY  THERAPY 

NURSING,  GENERAL 

LIBERAL/ GENERAL  STUDIES 

LAW  ENFORCEMENT 

FIRE  CONTROL  AND  SAFETY  TECH 

GRAPHIC/PRINT  COMMUNICATION , GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     WILLIAM  J  DEAN  TECHNICAL  INSTITUTE 
1045  MAIN  STREET 
HOLYOKE,   MA  01040- 
(413) 534-2071 

Type  School:     TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
CIP  Code         Program  Title 


17.0605  PRACTICAL  NURSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     AMERICAN  INTERNATIONAL  COLLEGE 
1000  STATE  STREET 
SPRINGFIELD,   MA  01109- 
(413) 737-7000 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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24  . 

0199 

LIBERAL/ GENERAL  STUDIES,  OTHER 

26. 

0101 

BIOLOGY,  GENERAL 

27. 

0101 

MATHEMATICS,  GENERAL 

30. 

9999 

MULTI/INTERDISCIPL. STUDIES, OTH 

38  . 

0101 

PHILOSOPHY 

40. 

0501 

CHEMISTRY,  GENERAL 

42  . 

0101 

PSYCHOLOGY,  GENERAL 

42  . 

0201 

CLINICAL  PSYCHOLOGY 

43  . 

0104 

CRIMINAL  JUSTICE  STUDIES 

44  . 

0401 

PUBLIC  ADMINISTRATION 

45. 

0601 

ECONOMICS 

45. 

0801 

HISTORY 

45  . 

1001 

POLITICAL  SCIENCE  &  GOVERNMENT 

45. 

1101 

SOCIOLOGY 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     BAY  PATH  COLLEGE 
588  LONGMEADOW  ST 
LONGMEADOW,   MA  01106- 
(413) 567-0621 

Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 


CIP 

Code 

Program  Title 

04. 

0501 

INTERIOR  DESIGN. 

06. 

0101 

BUSINESS  &  MANAGEMENT,  GEN 

06. 

0201 

ACCOUNTING   (4-YR+  DEG  PROG) 

07  . 

0603 

EXECUTIVE  SECRETARIAL 

07. 

9999 

BUSINESS  AND  OFFICE,  OTHER 

08. 

0102 

FASHION  MERCHANDISING 

08  . 

0999 

HOSPITALITY  &  REC  MKTG ,  OTH 

08  . 

1104 

TOURISM 

17. 

0503 

MEDICAL  ASSISTING 

17. 

0505 

MEDICAL  OFFICE  MANAGEMENT 

22  . 

0103 

LEGAL  ASSISTING 

24. 

0101 

LIBERAL/ GENERAL  STUDIES 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     COLLEGE  OF  OUR  LADY  OF  THE  ELMS 
291  SPRINGFIELD  STREET 
CHICOPEE,   MA  01013- 


Type  School: 
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State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     SPRINGFIELD  COLLEGE 
2  63  ALDEN  STREET 
SPRINGFIELD,   MA  01109- 
(413) 788-3136 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     WESTERN  NEW  ENGLAND  COLLEGE 
1215  WILBRAHAM  ROAD 
SPRINGFIELD,   MA  01119- 
(413) 782-1321 

Type  School:      FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     WESTFIELD  STATE  COLLEGE 
WESTERN  AVENUE 
WESTFIELD,   MA  01086- 
(413) 568-3311 

Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     ALLSTATE  INSTITUTE  OF  TECHNOLOGY 

165  FRONT  STREET 

CHICOPEE,   MA  01013- 

(413) 594-8248 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code         Program  Title 


46.0302 
50. 0501 


ELECTRICIAN 
DRAMATIC  ARTS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     BOSTON  BARTENDERS  SCHOOL,  INC. 

1655  MAIN  STREET 

SPRINGFIELD,   MA  01103- 

(413) 747-9888 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0202  BARTENDING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     CENTRAL  TRAVEL  SCHOOL 

22  0  WORTHINGTON  STREET 

SPRINGFIELD,   MA  01101- 

(413) 781-1680 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.1104  TOURISM 

08.1105  TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:      DELUX  ACADEMY  OF  DESKTOP  PUBLISHING 
525-K  SPRINGFIELD  ST 
FEEDING  HILLS,   MA  0103  0- 
(413) 789-0009 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


4  8.02  08  PRINTING  PRESS  OPERATIONS 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     JOHN  CASABLANCA'S  MODELING  CENTER 
2  60  WORTHINGTON  ST  ST3  01 
SPRINGFIELD,   MA  01103- 
(413) 781-6343 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103  FASHION  MODELING 


State  Training 
(Version  1992;  Run 


Inventory 
on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:      LAFEMINNA  SCH  OF  MODELING-LONGMEADO 
310  NORTH  MAIN  STREET 
EAST  LONGMEADOW,   MA  01028- 
(413) 525-1656 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103  FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     MANSFIELD  BEAUTY  ACADEMY-SPRINGFLD 

2  66  BRIDGE  STREET 

SPRINGFIELD,   MA  01103- 

(413) 788-7575 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code         Program  Title 


12.0403  COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:      MASS  CAREER  DEVELOPMENT  INSTITUTE 

14  0  WILBRAHAM  AVENUE 

SPRINGFIELD,   MA  01109- 

(413) 781-5640 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP 

Code 

Program  Title 

07. 

0701 

TYPING,   GEN  OFF  &  REL  PROG,  GEN 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

17. 

0602 

NURSING  ASSISTING 

20. 

0403 

CHEF /COOK 

20. 

0404 

DIETETIC  AIDE/ASSISTING 

32. 

0101 

BASIC  SKILLS,  GENERAL 

48. 

0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 

0507 

TOOL  AND  DIE  MAKING 

48. 

0508 

WELDING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     MODELS  AND  MORE 

77  MILL  STREET 

WESTFIELD,   MA  01085- 

(413) 562-0800 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103 


FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     SMITH  &  WESSON  ACADEMY 

2100  ROOSEVELT  AVENUE 

SPRINGFIELD,   MA  01101- 

(413) 781-8300 
Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


43.0109  SECURITY  SERVICES 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:      ST  JOHN'S  SCHOOL  OF  BUSINESS 
511  MAIN  STREET 
W  SPRINGFIELD,   MA  01089- 
(413) 781-0390 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code         Program  Title 


07.0103  BOOKKEEPING 

07.0603  EXECUTIVE  SECRETARIAL 

07.0607  STENOGRAPHIC 

07.0707  RECEPTIONIST  &  COMMUN  SYSTEMS  OP 

07.0801  WORD  PROCESSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     THE  SALTER  SCHOOL 
458  BRIDGE  STREET 
SPRINGFIELD  STREET,   MA  01103- 
(413) 731-7353 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 


CIP 

Code 

Program  Title 

07. 

0301 

BUS  DATA  PROCESS  &  REL  PROG, GEN 

07. 

0302 

BUS  COMPUTER  &  CONSOLE  OPER 

07. 

0303 

BUS  DATA  ENTRY  EQUIP  OPER 

07. 

0305 

BUSINESS  DATA  PROGRAMMING 

07. 

0306 

BUSINESS  SYSTEMS  ANALYSIS 

07. 

0601 

SECRETARIAL  &  REL  PROGS,  GEN 

07. 

0603 

EXECUTIVE  SECRETARIAL 

07. 

0604 

LEGAL  SECRETARIAL 

07. 

0605 

MEDICAL  SECRETARIAL 

07. 

0801 

WORD  PROCESSING 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     WESTERN  MASS  PRECISION  INSTITUTE 

1  ARMORY  SQUARE 

SPRINGFIELD,   MA  01105- 

(413) 781-0166 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


48 . 0105 
48 . 0503 


MECHANICAL  DRAFTING 

MACHINE  TOOL  OP/MACHINE  SHOP 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     WORLDTEK  TRAVEL  SCHOOL 

1160  BAY  STREET 

SPRINGFIELD,   MA  01109- 

(413) 732-3153 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.1101 
08. 1104 
08.1105 


TRANSPORTATION/TRAVEL  MKTG , GEN 
TOURISM 

TRAVEL  SERVICES  MARKETING 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     HAMPDEN  COUNTY  EMPLOY  &  TRAINING 
1176  MAIN  STREET 
SPRINGFIELD,   MA  01101- 
(413) 781-6900 

Type  School:     JTPA  PROGRAMS 


CIF 

Code 

Program  Title 

07. 

0401 

OFFICE  SUPERVISION  AND  MANAGEMENT 

07. 

0701 

TYPING,    GEN  OFF  &  REL  PROG,  GEN 

08  . 

0901 

HOSPITALITY  &  REC  MKTG,  GEN 

15. 

0303 

ELECTRONIC  TECHNOLOGY 

17. 

0602 

NURSING  ASSISTING 

17. 

0605 

PRACTICAL  NURSING 

17  . 

9999 

ALLIED  HEALTH,  OTHER 

20. 

0403 

CHEF/ COOK 

20. 

0404 

DIETETIC  AIDE/ASSISTING 

20. 

0606 

HOMEMAKER'S  AIDE 

48  . 

0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   HAMPDEN  CONSORTIUM 

School  Name:     BAYSTATE  MEDICAL  CTR  SCH  OF  NURSING 

65  SPRINGFIELD  ST 

SPRINGFIELD,   MA  01107- 

(413) 784-4303 
Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17.0310 
18.1101 


MEDICAL  TECHNOLOGY 
NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/10/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  HAMPDEN  CONSORTIUM 

School  Name:     MERCY  HOSPITAL 

271  CAREW  STREET 
SPRINGFIELD,   MA  01102-9012 
(413) 781-9100 

Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17. 0310 
17.0606 


MEDICAL  TECHNOLOGY 
HEALTH  UNIT  MANAGEMENT 


E Department  of 
Employment 
and  Training 


Massachusetts 
Occupational  Information  Coordinating  Committee 


STATE  TRAINING  INVENTORY 

STI 


LIST  OF  TRAINING  INSTITUTIONS 

AND 

TRAINING  PROGRAMS  BY  INSTITUTION 


LOWER  MERRIMACK  VALLEY  CONSORTIUM 

Service  Delivery  Area 
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1992 

1991  SCHOOL  YEAR 
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MASSACHUSETTS 
STATE  TRAINING  INVENTORY 
STI 


The  State  Training  Inventory  (STI)  is  a  computerized  database  that  allows  users  to 
identify  training  programs  and  providers  at  the  secondary  and  postsecondary  levels, 
by: 

•  Geographic  area,  including  service  delivery  area  (SDA),  county, 
labor  market  area,  metropolitan  statistical  area,  Massachusetts  or 
multi-State  area  (New  England  and  New  York). 

•  Type  of  institution,  including  secondary  and  adult  vocational  or 
technical  school,  community  ortechnical  college,  four-yearcollege 
or  university,  proprietary  school,  hospital,  and  JTPA. 

•  Occupational  title  or  training  program  title  or  code. 

STI  contains  several  features  useful  to  employment  and  training  organization  users. 
These  include  the  SDA  geographic  coding  of  all  schools  in  the  database.  This  allows 
users  to  specify  their  SDA  area  and  obtain  a  comprehensive  listing  of  the  existing 
training  resources  for  that  area.  Users  may  also  specify  an  occupational  title  and 
obtain  a  listing  of  local  providers  offering  related  training.  STI  has  the  addresses  and 
telephone  numbers  of  all  providers. 

STI  was  developed  by  the  Massachusetts  Occupational  Information  Coordinating 
Committee  (MOICC)  in  cooperation  with  the  National  Occupational  Information 
Coordinating  Committee  and  the  Massachusetts  Department  of  Employment  and 
Training.  The  database  is  updated  annually  and  is  available  to  users  in  print  or  disk 
format. 

Please  note  that  inclusion  of  any  school,  hospital  or  other  institution  does  not 
constitute  an  endorsement  of  the  programs  being  offered  and,  while  we  sought  to 
provide  accurate  and  complete  information,  errors  and  omissions  may  have  occurred. 

MOICC  can  provide  a  demonstration  of  STI  and  arrange  for  copies  of  the  software  and 
support  materials,  including  a  manual  describing  how  STI  can  answer  common 
workforce  planning  questions.  For  additional  information  on  STI,  contact: 

Massachusetts  Occupational  Information  Coordinating  Committee 

19  Staniford  Street 
Boston,  MA  021 14 


Telephone:  617-727-6718  or  61 7-727-6531 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     GREATER  LAWRENCE  REG  VOC  TECH  SCH 
57  RIVER  ROAD 
ANDOVER,  MA  01810- 
(508) 686-0194 

Type  School:      SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
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03  02 

ELECTRICIAN 

46. 

0401 

BUILDING  AND  PROPERTY  MAINTENANCE 

46. 

0408 

PAINTING  AND  DECORATING 

46. 

0501 

PLUMBING,   PIPE/ STEAMFITTING ,  GEN 

47. 

0106 

MAJOR  APPLIANCE  REPAIR 

47. 

0199 

ELEC/ ELECTRONICS  EQMT  RPR,  OTH 

47. 

0201 

HEATING/ AC/RE FRIG  MECH,  GEN 

47. 

0302 

HEAVY  EQUIP  MAINTENANCE  AND  REPAIR 

47. 

0603 

AUTOMOTIVE  BODY  REPAIR 

47. 

0604 

AUTOMOTIVE  MECHANICS 

47. 

0606 

SMALL  ENGINE  REPAIR 

48  . 

0101 

DRAFTING,  GENERAL 

48. 

0201 

GRAPHIC/PRINT  COMMUNICATION , GEN 

48. 

0503 

MACHINE  TOOL  OP/MACHINE  SHOP 

48. 

0504 

METAL  FABRICATION 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     HAVERHILL  PUBLIC  SCHOOLS 
4   SUMMER  STREET,    RM  104 
HAVERHILL,   MA  01830- 
(508) 374-1901 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


20.0201  CHILD  CARE  AND  GUIDANCE  MGMT 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:  LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     LYNN  PUBLIC  SCHOOLS 
42  FRANKLIN  STREET 
LYNN,   MA  01902- 


Type  School: 


(617) 593- 
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State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     METHUEN  PUBLIC  SCHOOLS 
160  MERRIMACK  STREET 
METHUEN,   MA  01844- 
(508) 681-1300 

Type  School:     SECONDARY  SCHOOL  WITH  VOCATIONAL  PGMS 
CIP  Code  Program  Title 


08.0708 
11.0201 


MARKETING,  GENERAL 
COMPUTER  PROGRAMMING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     WHITTIER  REG  VOC  TECH 
115  AMESBURY  LINE  ROAD 
HAVERHILL,   MA  01830- 


Type  School: 


(508) 373- 
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State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     NORTHERN  ESSEX  COMMUNITY  COLLEGE 
ELLIOT  WAY 

HAVERHILL,   MA  01830- 
(508) 374-3600 

Type  School:      TWO-YEAR  TECHNICAL  OR  COMMUNITY  COLLEGE 
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LEGAL  ASSISTING 
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State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     BRADFORD  COLLEGE 

320  SOUTH  MAIN  STREET 

BRADFORD,   MA  01835- 

(508) 372-7161 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


30.0401  HUMANITIES  &  SOCIAL  SCIENCES 

30.9999  MULTI/INTERDISCIPL. STUDIES, OTH 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     MASS  SCHOOL  OF  LAW 

3  DUNDEE  PARK 

ANDOVER,   MA  01810- 

(508) 470-3070 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


22.0101  LAW 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     MASS  SCHOOL  OF  LAW 

500  FEDERAL  STREET 
ANDOVER,   MA  01810- 

(508) 681-0800 
Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 

CIP  Code  Program  Title 


22 . 0101 


LAW 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     MERRIMACK  COLLEGE 
TURNPIKE  STREET 
NORTH  ANDOVER,   MA  01845- 
(508) 837-5100 

Type  School:     FOUR-YEAR  COLLEGE  OR  UNIVERSITY 
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26. 

0101 

BIOLOGY,  GENERAL 

27. 

0101 

MATHEMATICS ,  GENERAL 
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RELIGION 
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CHEMISTRY,  GENERAL 
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PSYCHOLOGY,  GENERAL 
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POLITICAL  SCIENCE  &  GOVERNMENT 
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1101 

SOCIOLOGY 

State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     CAPILO  SCHOOL  OF  HAIR  DESIGN 

4  25  ESSEX  STREET 

LAWRENCE,   MA  01840- 

(508) 686-2811 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


12.0403  COSMETOLOGY 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     CHIPPENDALE'S  MODELING  SCHOOL 
2  00  SUTTON  STREET 
NORTH  ANDOVER,   MA  01845- 
(508) 685-5533 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103  FASHION  MODELING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     COCKTAIL  ACADEMY 

885  MAIN  STREET 

TEWKSBURY,   MA  01876- 

(508) 640-1230 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07.0102  ACCOUNTING  AND  COMPUTING 

07.0103  BOOKKEEPING 
07.0801  WORD  PROCESSING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     COMPUTER  LEARNING  CENTER-METHUEN 
4  39  BROADWAY,   VI LL  MALL 
METHUEN,   MA  01844- 
(508) 794-0233 

Type  School:      PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


07.0302  BUS  COMPUTER  &  CONSOLE  OPER 

07.0305  BUSINESS  DATA  PROGRAMMING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     NORTHEAST  TRACTOR  TRAILOR  SCHOOL 

55  HAMPSHIRE  ROAD 

METHUEN,   MA  01844- 

(508) 685-8020 
Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code         Program  Title 


49 . 0205 


TRUCK  AND  BUS  DRIVING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     WORKSHOP  FOR  TELEVISION  &  MODELING 
BROWN  SQ   (GARRISON  INN) 
NEWBURYPORT,   MA  01950- 
(508) 465-0910 

Type  School:     PROPRIETARY  BUSINESS  AND  TECHNICAL 

CIP  Code  Program  Title 


08.0103 
09.0601 
50.0501 


FASHION  MODELING 

RADIO/TELEVISION  NEWS  BROADCAST 
DRAMATIC  ARTS 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     ADULT  LEARNING  CENTER 

243  SOUTH  BROADWAY 

LAWRENCE,   MA  01840- 

(508) 975-5917 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32.0101  BASIC  SKILLS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     ARBOR,  INC. 

88  ESSEX  STREET 

HAVERHILL,   MA  01832- 

(508) 373-7727 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07.0101  ACCTG ,    BOOKKEEP  &  REL  PROG, GEN 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     COMMUNITY  ACTION,  INC. 

2  5  LOCUST  STREET 

HAVERHILL,   MA  0183  0- 

(508) 373-1971 
Type  School:     JTPA  PROGRAMS 

CIP  Code         Program  Title 


32 . 0101 


BASIC  SKILLS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:      GREATER  LAWRENCE  COMMUNITY  ACTION 

350  ESSEX  STREET 

LAWRENCE,   MA  01840- 

(508) 975-4500 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32.0101  BASIC  SKILLS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     LARE  TRAINING  CENTER 

102  GLENN  STREET 

LAWRENCE,   MA  01843- 

(508) 685-2151 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


07.0605  MEDICAL  SECRETARIAL 

07.0701  TYPING,   GEN  OFF  &  REL  PROG,  GEN 

32.0101  BASIC  SKILLS,  GENERAL 

48.0508  WELDING 

48.9999  PRECISION  PRODUCTION,  OTHER 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:    PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:      LAWRENCE  DEPT  OF  TRAIN  &  DEVELOP 

237  ESSEX  STREET 

LAWRENCE,   MA  0184  0- 

(508) 683-9963 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32 . 0101 
32 . 0107 


BASIC  SKILLS,  GENERAL 
CAREER  EXPLORATION 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     LAWRENCE  YOUTH  COMMISSION 

237  ESSEX  STREET 

LAWRENCE,   MA  01840- 

(508) 681-0548 
Type  School:     JTPA  PROGRAMS 

CIP  Code         Program  Title 


32.0101  BASIC  SKILLS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     TRAINING  CENTER 

1  PARKER  STREET 

LAWRENCE,   MA  0184  3- 

(508) 682-1605 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


17.0602 


NURSING  ASSISTING 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:     TURNING  POINT,  INC. 

5  MIDDLE  STREET 

NEWBURYPORT,   MA  01950- 

(508) 462-8251 
Type  School:     JTPA  PROGRAMS 

CIP  Code  Program  Title 


32.0101 


BASIC  SKILLS,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   PROGRAMS  OFFERED  BY  A  GIVEN  SCHOOL 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

School  Name:      LAWRENCE  GENERAL  HOSPITAL 

1  GENERAL  ST 

LAWRENCE,   MA  01842- 

(508) 683-4000 
Type  School:     HOSPITAL  OR  HEALTH  FACILITY  PROGRAM 

CIP  Code  Program  Title 


17.0310 
18. 1101 


MEDICAL  TECHNOLOGY 
NURSING,  GENERAL 


State  Training  Inventory 
(Version  1992;  Run  on  11/12/92) 


Report:   SCHOOLS  IN  ACTIVE  GEOGRAPHIC  REGION 
Active  Region:   LOWER  MERRIMACK  VALLEY  CONSORTIUM 

Type  of  schools:  ALL  TYPES 


Name  of  the  School  State/City        Type  School  Telephone 


GREATER  LAWRENCE  REG  VOC  TECH  SCH 

MA/ANDOVER 

H.S.  VOC 

(508) 

686 

-0194 

HAVERHILL  PUBLIC  SCHOOLS 

MA/ HAVERHILL 

H.S.  VOC 

(508) 

374 

-1901 

LYNN  PUBLIC  SCHOOLS 

MA/ LYNN 

H.S.  VOC 

(617) 

593 

-1680 

METHUEN  PUBLIC  SCHOOLS 

MA/METHUEN 

H.S.  VOC 

(508) 

681 

-1300 

WHITTIER  REG  VOC  TECH 

MA/ HAVERHILL 

H.S.  VOC 

(508) 

373 

-4101 

NORTHERN  ESSEX  COMMUNITY  COLLEGE 

MA/ HAVERHILL 

2 -YEAR  COL 

(508) 

374 

-3600 

BRADFORD  COLLEGE 

MA/ BRADFORD 

4 -YEAR  COL 

(508] 

372 

-7161 

MASS  SCHOOL  OF  LAW 

MA/ANDOVER 

4-YEAR  COL 

(508) 

470 

-3070 

MASS  SCHOOL  OF  LAW 

MA/ANDOVER 

4-YEAR  COL 

(508) 

681 

-0800 

MERRIMACK  COLLEGE 

MA /NORTH  AND 

4-YEAR  COL 

(508) 

837 

-5100 

CAPILO  SCHOOL  OF  HAIR  DESIGN 

MA /LAWRENCE 

PROPRIETRY 

(508) 

686 

-2811 

CHIPPENDALE'S  MODELING  SCHOOL 

MA/ NORTH  AND 

PROPRIETRY 

(508) 

685 

-5533 

COCKTAIL  ACADEMY 

MA/TEWKSBURY 

PROPRIETRY 

(508) 

640 

-1230 

COMPUTER  LEARNING  CENTER -METHUEN 

MA/METHUEN 

PROPRIETRY 

(508) 

794 

-0233 

NORTHEAST  TRACTOR  TRAILOR  SCHOOL 

MA/METHUEN 

PROPRIETRY 

(508; 

685 

-8020 

PRA  COMPUTER  TRAINING  CENTER 

MA/ANDOVER 

PROPRIETRY 

(508) 

688 

-9975 

WORKSHOP  FOR  TELEVISION  &  MODELING 

MA/NEWBURYPO 

PROPRIETRY 

(508) 

465 

-0910 

ADULT  LEARNING  CENTER 

MA/ LAWRENCE 

JTPA 

(508) 

975 

-5917 

ARBOR,  INC. 

MA/ HAVERHILL 

JTPA 

(508) 

373 

-7727 

COMMUNITY  ACTION,  INC. 

MA /HAVERHILL 

JTPA 

(508) 

373 

-1971 

GREATER  LAWRENCE  COMMUNITY  ACTION 

MA/ LAWRENCE 

JTPA 

(508) 

975 

-4500 

LARE  TRAINING  CENTER 

MA/ LAWRENCE 

JTPA 

(508) 

685 

-2151 

LAWRENCE  DEPT  OF  TRAIN  &  DEVELOP 

MA/ LAWRENCE 

JTPA 

(508) 

683 

-9963 

LAWRENCE  YOUTH  COMMISSION 

MA/ LAWRENCE 

JTPA 

(508; 

681 

-0548 

TRAINING  CENTER 

MA/ LAWRENCE 

JTPA 

(508] 

682 

-1605 

TURNING  POINT,  INC. 

MA/NEWBURYPO 

JTPA 

(508] 

462 

-8251 

LAWRENCE  GENERAL  HOSPITAL 

MA/ LAWRENCE 

HOSPITAL 

(508) 

683 

-4000 

BOOKBINDING,  CO.  INC 
DEC  27  1993 


100  CAMBRIDGE  STREET 
CHARLESTOWN,  MASS 


